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The present work is not intended as a substitute 
for the quarto Treatise on the Steam Engine, 
which I lately published, but is rather to be re- 
garded as an introduction and in some measure 
also as a supplement to that work. Notwith- 
standing the existence, therefore, of the larger 
Treatise, it appeared to me that a work upon the 
steam engine, which in a moderate compass should 
give an outline of the whole subject in its practical 
aspect, would still be of much utility. There are 
no doubt many compendiums already existing 
which profess to accomplish this object; but I 
have not met with any which were calculated to 
satisfy even the most moderate expectations. 
Most of them are mere compilations from theo- 
retical authors, and abound even with scientific 
errors, whilst indicating the absence of any prac- 
tical acquaintance with the subject ; so that they 
possess but slender claims upon the attention of 
the engineer, or indeed of any one desirous of ob- 
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IB changed into a circular motion. In rotatory engines 
the steam acts at once in the production of circular 
motion, either upon a revolving piston or otherwise, 
hut without the use of any intermediate mechanism, 
such as the crank, for deriving a circular h-om a rec- . 
tilinear motion. Rotatory engines have not hitherto 
been successful, so that only the single acting or 
pumping engine, and the double acting or rotative en- 
gine, can be said to be in actual use. For some pur- 
poses, such, for example, as forcing air into furnaces 
for smelting iron, double acting engines are employed, 
whi<ft are nevertheless unfurnished with a crank ; but 
engines of this kind are not sufficiently numerous to 
justify their classification as a distinct species, and, in 
general, those engines may be considered to be single 
acting, by which no rotatory motion is imparted. 

10. Q, — Is not the circular motion derived from a 
cylinder engine very irregular, in consequence of the 
imequal leverage of the crank at the different parts of 
its revolution? 

A. — No ; rotative engines are generally provided 
■with a fly-wheel to correct such irregularities by its 
momentum ; but where two engines, with their re- 
spective cranks set at right angles, are employed, the 
irregularity of one engine corrects that of the other 
with sufficient exactitude for many purposes. In the 
case of marine and locomotive engines, a fly-wheel is 
not employed ; but for cotton spinning, and other pur- 
poses requiring great regularity of motion, its use with 
common engines is indispensable, though it is not im- 
possible to supersede the necessity by new contrivances. 

11. Q, — You imphed that there is some other dif- 
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ference between single acting and double acting en- 
gines, than that which lies in the use or exclusion of 
the crank ? 

A, — Yes; single acting engines act in only one 
way by the force of the steam, and are returned by a 
counter weight; whereas double acting engines are 
urged by the steam in both directions. Engines, as I 
have already said, are sometimes made double acting 
though unprorided with a crank ; and there would be 
no difficulty in so arranging the valves of ordinary 
pumping engines, as to admit of this action ; for the 
pumps might be contrived to raise water both by the 
upward and downward stroke, as indeed in some mines 
is already done. But engines without a crank are 
almost always made single acting, perhaps from the 
effect of custom as much as from any other reason, 
and are usually spoken of as such, though it is neces- 
sary to know that there are some deviations from the 
usual practice. 

12. Q. — With what velocity does air rush into a 
vacuum? 

A. — With the velocity which a body would acquire 
by falling from the height of a homogeneous atmo- 
sphere. The weight of air being known, as well as the 
pressure it exerts on the earth's surface, it becomes 
easy to tell what height a column of air an inch 
square, and of the atmospheric density, would requu-e 
to be to weigh 15 lbs. The height would be 27,818 
feet 

13. Q. — ^And what velocity would the fall of a body 
from such a height produce ? 

A. — ^About 1,838 feet per second. All bodies fall 
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with tlie same velocity when there is no resistance 
from the atmosphere, as is shown hj the experiment 
of letting fall a feather and a guinea from the top of a 
tall exhausted receiver, when they reach the bottom at 
the same time. The velocity of falling bodies is one 
that is accelerated uniformly, according to^a known 
law ; and when the height from which a body falls is 
given, the velocity acquired at the end of the descent 
can be easily computed. The square root of the 
height in feet multiplied by 8*021 will give the 
velocity. 

14. Q. — But the velocity in what terms? 

A. — In feet per second. The distance through 
which a body falls by gravity in one second is 16^ 
feet ; in two seconds, 64^ feet ; in three seconds, 144^ 
feet ; in four seconds, 257^ feet, and so on. If the 
number of feet fallen through in one second be taken 
as unity, then the relation of the times to the spaces 
will be as follows :— 



<feo. 



Number of seconds .... 1 2 3 4 5 6 
Units of space passed through 1 4 9 16 25 36 

BO that it appears that the spaces passed through by a 
falling body are as the squares of the times of falling. 
The velocity acquired by a falling body at the end of 
the 1st second is 82^ feet per second, at the end of 
the 2d second 64^ feet, at the end of the 3d, 96| feet, 
at the end of the 4th, 128|^ feet, and so on. These 
numbers proceed in the progression 1, 2, 3, 4, <fec., so 
that it appears that the velocities acquired by a falling 
body at different points, are simply as the times of 
falling. But if the velocities be as the times, osvid. \>Vi(^ 
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total space passed through be as the squares of the 
times, then the total space passed through must be as 
the squares of the velocity ; and as the vis viva or me- 
chanical power inherent in a falling body, of any given 
weight, is measurable by the height through which it 
descendil^ it follows that the vis viva is proportionate 
to the square of the velocity. Of two balls therefore, 
of equal weight, but one moving twice as fast as the 
other, the faster ball has four times the energy or 
mechanical force accumulated in it that the slower ball 
has. If the speed of a fly-wheel be doubled, it has 
four times the energy it possessed before — such energy 
being measurable by a reference to the height through 
which a body must have fallen, to acquire the velocity 
given. 

15. Q. — By what considerations is the momentum 
proper for the fly-wheel of an engine determined ? 

A. — By a reference to the power produced every 
half-stroke of the engine, joined to the consideration 
of what relation the energy of the fly-wheel rim must 
have thereto, to keep the irregularities of motion 
within the limits which are admissible. It is foimd 
in practice, that when the power resident in the 
fly-wheel rim, when the engine moves at its average 
speed, is from two and a half to four times greater 
than the power generated by the engine in one half- 
stroke — the variation depending on the momentum 
inherent in the machinery the engine has to drive 
and the equability of motion required — the engine 
will work with sufficient regularity far all ordinary 
purposes. 
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16. Q, — What do you understand by the centre of 
gravity of a body ? 

A, — ^That point within it, in which the whole of 
the weight may be supposed to be concentrated, and 
which continually endeavors to gain the lowest pos- 
sible position. A body hung in the centre of gravity 
will remain at rest in any position. 

17. Q, — ^What do you understand by centrifugal 
and centripetal forces ? 

A, — By centrifugal force, I understand the force 
with which a revolving body tends to fly from the 
centre ; and by centripetal force, I understand any 
force which draws it to the centre, or counteracts the 
centrifugal tendency. In the conical pendulum, or 
steam engine governor, which consists of two metal 
balls suspended on rods hung from the end of a ver- 
tical revolving shaft, the centrifugal force is manifested 
by the divergence of the balls when the shaft is put 
Into revolution ; and the centripetal force, which in 
this instance is gravity, predominates so soon as the 
yelodity is arrested ; for the arms then collapse and 
hang by the »de of the shaft. 

18. Q. — ^What is meant by the centre of gjrration ? 

A. — ^The centre of gyration is that point in a re- 
volving body in which the whole momentum may be 
conceived to be concentrated, or in which the whole 
effect of the momentum resides. If the ball of a 
governor were to be moved in a straight line, the 
momentum might be said to be concentrated at the 
centre of gravity of the ball; but inasmuch as, by 
its revolution roimd an axis, the part of the ball 
furthest removed from the axis moves quicker than 
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the part nearest to it, the momentum cannot be sup- 
posed to be concentrated at the centre of gravity, but 
at a point further removed from the central shaft, 
and that point is what is called the centre of gyration. 

19. Q. — ^What is the centre of oscillation? 

A. — ^The centre oi oscillation is a point in a pendu- 
lum or any swinging body, such, that if all the matter 
of the body were to be collected into that point the 
velocity of its vibration would remain imaffected. It 
is in fact the mean distance from the centre of sus- 
pension of every atom, in a ratio which happens not 
to be an arithmetical one. The centre of oscillation 
18 always in a line passing through the centre of sus- 
pension, and the centre of gravity. 

20. Q. — By what circiunstance is the velocity of 
vibration of a pendulous body determined ? 

A, — By the length of the suspending rod only, or, 
more correctly, by the distance between the centre of 
suspension and the centre of oscillation. The length 
of the arc described does not signify, as the times of 
vibration will be the same, whether the arc be the 
fourth or the four hundredth of a circle ; or at least 
they will be nearly so, and would be so exactly, if 
the curve described were a portion of a cycloid. In 
the pendulums of clocks, therefore, a small arc is pre- 
ferred, as there is, in that case, no sensible deviation 
from the cycloidal curve, but in other respects the 
size of the arc does not signify. 

21. Q. — If then the length of a pendulum be given, 
can the number of vibrations in a given time be de- 
termined ? 

A. — ^Yes I the time of vibration bears the same re- 
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lation to the time in which a body would fall through 
a space equal to half the length of the pendulum, that 
the circumference of a circle bears to its diameter. The 
number of vibrations made in a given time by pendu- 
lums of dififerent lengths, is inversely as the square 
roots of their lengths. 

22. Q. — ^Then when the length of the second's pen- 
dulum is known, the proper length of a pendulum to 
make any given number of vibrations in the minute can 
readily be computed ? 

A, — Yes ; the length of the second's pendulum be- 
ing known, the length of another pendulum, required 
to perform any given number of vibrations in the 
minute, may be obtained by the following rule : mul- 
tiply the square root of the given length by 60, and 
divide the product b^ the given number of vibrations 
per minute ; the square of the quotient is the length 
of pendulum required. Thus if the length of a pen- 
dulum were required that would make 70 vibra- 
tions per minute in the latitude of London, then 

V391393 X 60 ^ „^^« «« ki. . r.- i, • *v 

— = 6*3632 -_ 28*75 m., which is the 

70 

length requh-ed. 

23. Q. — What measures are there of the centrifugal 
force of bodies revolving in a circle ? 

A, — The centrifugal force of bodies revolving in a 
circle increases as the diameter of the circle, if the 
number of revolutions remain the same. K there be 
two fly-wheels of the same weight, and making the 
same number of revolutions per minute, but the diam- 
eter of one be double that of the other, the larger 
will have double the amoimt of centrifugal force. The 



r- 
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centrifugal force of the same wheel, however, mcreases 
as the square of the velocity ; so that if the velocity of 
a fly-wheel be doubled, it will have four limes the 
amount of centrifugal force. 

24. Q, — Can you give a rule for determining tibe 
centrifugal force of a body of a given weight moving 
with a given velocity in a circle of a given diameter ? 

A, — Yes. If the velocity in feet per second be 
divided by 4*01, the square of the quotient will be 
four times the height in feet from which a body must 
have fallen to have acquired that velocity. Divide this 
quadruple height by the diameter of the circle, and the 
quotient is the centrifugal force in terms of the weight 
of the body ; so that multiplying the quotient by the 
actual weight of the body, we have the centrifugal 
force in pounds or tons. Another rule is to multiply 
the square of the number of revolutions per minute 
by the diameter of the circle in feet, and to divide the 
product by 5,870. The quotient is the centrifugal force 
in terms of the weight of the body. 

25. Q, — Can you explain how it comes that the 
length of a pendulum determines the number of vibra- 
tions it makes in a given time ? 

A. — Because the length of the pendulum determines 
the steepness of the circle in which the body moves, 
and it is obvious, that a body will descend more rap- 
idly over a steep inclined plane, or a steep arc of a 
circle, than over one in which there is but a shght 
inclination. The impelling force is gravity, which 
urges the body with a force proportionate to the dis- 
tance descended ; and if the velocity due to the descent 
of a body through a given height be spread over a 
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great horizontal distance, the speed of the body must 
be slow in proportion to the greatness of that distance. 
It is clear, therefore, that as the length of the pendu- 
lum determines the steepness of the arc, it must also 
determine the velocity of vibration. 

26. Q, — If the motions of a pendulum be dependent 
on the speed with which a body falls, then a certain 
ratio must subsist between the distance through which 
a body falls in a second, and the length of the second^s 
pendulum ? 

A. — And so there is; the length of the second^s 
pendulum at the level of the sea in London, is 39*1393 
inches, and it is from the length of the second's pea- 
dulum that the space through which a body falls in a 
second has been determined. As the time in which 
a pendulum vibrates is to the time in which a heavy 
body falls through half the length of the pendulum, as 
the circumference of a circle is to its diameter, and as 
the height through which a body falls is as the square 
of the time of falling, it is clear that the height through 
which a body will fall, during the vibration of a pen- 
dulum, is to half the length of the pendulum as the 
square of the circumference of a circle is to the square 
of its diameter; namely, as 9*8696 is to 1, or it is to 
the whole length of the pendulum as the half of this, 
namely, 4*9348 is to 1; and 4*9348 times 39*1393 in. is 
16^ ft. very nearly, which is the space through which 
a body falls by gravity in a second. 

27. Q, — Are the motions of the conical pendulum 
or governor reducible to the same laws which apply to 
the common pendulum'? 

^— -Yes; the motion of the conical pendulum may 

2* 
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be supposed to be compounded of the motions of two 
common pendulums, vibrating at right angles to one 
another, and one revolution of a conical pendulum wiU 
be perfcMined in the same time as two vibrations of a 
common pendulum, of which the length is equal to the 
vertical height of the point of suspension above the 
plane of revolution of the balls. A steam engine gov- 
ernor may, it is true, be driven round with any speed, 
and therefore it may be supposed that the length oi 
the arms cannot affect the time of revolution; but as 
the speed is increased the balls expand, and the height 
of the cone described by the arms is diminished, until 
its vertical height is such that a pendulum of thai 
length would perform two vibrations for every revo- 
lution of the governor. If, therefwe, a certain expan- 
sion of the balls be desired, and a certain length be 
fixed upon for the arms, so that the vertical height of 
the cone is fixed, then the speed of the governor must 
be such, that it will make half the number of revolu- 
tions in a given time that a pendulum equal in length 
to the height of the cone would make d vibrations. The 
rule is, multiply the square root of the height of the 
cone in inches by 0*31986, and the product will be the 
right time of revolution in seconds. If the number of 
revolutions and the length of the arms be fixed, and it 
is wanted to know what is the diameter of the circle 
described by the ball, you must divide the constant 
number 187*68 by the number of revolutions per 
minute, and the square of the quotient will be the ver- 
tical height in inches of the centre of suspension above 
the plane of the ball's revolution. Deduct the square 
of the vertical height in inches from the square of the 
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length of the arm in inches, and twice the square root 
of the remainder is the diameter of the circle in which 
the centres of the balls revolve. 

28. Q. — Cannot the operation of a governor be de- 
duced merely from the consideration of centrifugal and 
centripetal forces ? 

A, — ^It can, and by a very simple process. The 
horizontal distance of the arm from the spindle divided 
by the vertical height, will give the amount of centrip- 
etal force, and the velocity of revolution requisite to 
produce an equivalent centrifugal force may be found 
by multiplying the centripetal force of the ball in terms 
of its own weight by 70,440, and dividing the product 
by the diameter of "the circle made by the centre of the 
ball in inches : the square root of the quotient is the 
number of revolutions per minute. By this rule you 
fix the length of the arms, and the diameter of the 
base of the cone, or, what is the same thing, the angle 
at which it is desired the arms shall revolve, and then 
you make the speed or number of revolutions such 
that the centrifugal force will keep the balls in the 
desired position. 

29. Q, — Does not the weight of the balls affect the 
question ? 

A. — Not in the least ; each ball may be supposed 
to be made up of a number of small balls or particles, 
and each particle of matter will act for itself. Heavy 
balls attached to a governor are only requisite to over- 
come the friction of the throttle valve which shuts off the 
Bteam, and of the connections leading thereto. Though 
the weight of a ball increases its centripetal force, it 
increases its centrifugal force in the same proportion. 
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30. Q. — What do yoa imderBtaiid bj the mechanical 
powers? 

A. — The mechanical powers are certain contri- 
vances, such as the wedge, the screw, the inclined 
plane, and other elementaiy machines, which convert 
a small force acting through a great space into a great 
force acting through a small space. In the school 
treatises on mechanics, a certain number <^ these de- 
vices are set forth as the mechanical powers, and each 
separate device is treated as if it involved a separate 
principle ; but not a tithe of the contrivances which 
accomplish the stipulated end are represented in these 
learned works, and there b no very obvious neces- 
nty for considering the principle of each contrivance 
separately when the principles of all are one and the 
same. Every pressure acting with a certain velocity, 
or through a certain space, is convertible into a greater 
pressure acting with a less velocity, or through a 
smaller space; but the quantity of mechanical force 
remains \mchanged by this transformation, and all 
^ that implements called mechanical powers accomplish, 

is to effect this transformation. 

81. Q, — ^Is there no power gtdned by the lever? 

A, — Not any; the power is merely put into another 
shape, just as the contents of a hogshead of porter are 
the same, whether they be let off by an inch tap or by 
a hole a foot in diameter. There is a greater gush in 
the one case than in the other, but it will last a shorter 
time: when a lever is tised there is a greater force 
exerted, but it acts through a shorter distance. It 
requires just the same expenditure of mechanical 
power to lift 1 lb. through 100 ft., as to lift 100 lbs. 
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tbrongh one foot. A cylinder of a given cubical ca- 
pacity will exert the same power by each stroke, 
whether the cylinder be made tall and narrow, or 
short and wide ; but in the one case it will raise a 
small weight through a great height, and in the other 
case, a great weight through a small height. 

82. Q. — ^Is there no loss of power by the use of the 
crank? 

^A, — ^Not any. Many persons have supposed that 
there was a loss of power by the use of the crank, be- 
cause at the top and bottom centres it is capable of 
exerting little or no power ; but at those times there 
is Httle or no steam consumed, so that no waste of 
power is occasioned by the peculiarity. Those who 
imagine that there is a loss of power caused by the 
crank, confuse themselves by oonfoimding the vertical 
with the circumferential velocity. If the circle of 
the crank, be divided by any number of equidistant 
horizontal lines, it will be obvious that there must be 
the same steam consumed, and the same power ex- 
pended, when the crank-pin passes from the level of 
one line to the level of the other, in whatever part of 
the circle it may be, those lines being indicative of 
equal ascents or descents of the piston. But it will 
be seen that the circumferential velocity is greater 
with the same expenditure of steam when the crank- 
pin approaches the top and bottom centres ; and this 
increased velocity exactly compensates for the dimin- 
ished leverage, so that there is the same power given 
out by the crank in each of the divisions. 

33. Q. — ^Have no plans been projected for gaining 
power by means of a lever ? 
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A, — Yes, many plans — some of them displaying 
much ingenuity, but all displaying a complete igno- 
rance of the first principles of mechanics, which teach 
that power cannot be gained by any multiphcation of 
levers and wheels. I have occasionally heard persona 
say : " You gain a great deal of power by the use of 
a capstan : why not apply the same resource in the 
case of a steam vessel, and increase the power of 
your engine by placing a capstan motion betw^h 
the engine and paddle-wheels ?" Others I have heard 
say : " By the hydrauhc press you can obtain un- 
limited power: why not then interpose a hydraulic 
press between the engines and the paddles?*' To 
these questions the reply is sufficiently obvious. What- 
ever you gain in force you lose in velocity ; and it 
would benefit you little to make the paddles revolve 
with ten times the force, if you at the same time 
caused them to make only a tenth of the number of 
revolutions. You cannot, by any combination of me- 
chanism, get increased force and increased speed at 
the same time, or increased force without diminished 
speed ; and it is from the ignorance of this inexorable 
condition, that such myriads of schemes for the re- 
alization of perpetual motion, by combinations of levers, 
weights, wheels, quicksilver, cranks, and other mere 
pieces of inert matter, have been propounded. Any 
such combination can never increase power, nor di- 
minish it either, except by friction. Power is not 
measurable by force, but by force and velocity com- 
bined. 

84. Q.— What is friction ? 

A, — ^Friction is the resistance experienced when 
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one body is rubbed upon another body, and is the re- 
sult of the natural attraction bodies have for one 
another, and of the interlocking of the impalpable 
asperities upon the surfaces of all bodies, however 
smooth. There is also, no doubt, some electrical 
action involved in its production, not yet recognized 
nor understood. When motion in opposite directions 
is given to smooth surfaces, the minute asperities 
ci one surface must mount upon those of the other, 
and both will be abraded and worn away : in which 
act power must be expended. The friction of smooth • 
rubbing substances is less when the composition of 
those substances is different, than when it is the same, 
the particles being supposed to interlock less when 
the opposite prominences or asperities are not coin- 
cident. 

35. Q. — Does friction increase with the extent of 
rubbing surface ? 

A, — No ; the friction, so long as there is no violent 
heating or abrasion, is simply in the proportion of the 
pressure keeping the surfaces together, or nearly so. 
It is, therefore, an obvious adv^tage to have the 
bearing surfaces of steam engines as large as possible, 
as there is no increase of friction by extending the 
surface, while there is a greater increase in the dura- 
bility. When the bearings of an engine are made too 
small, they very soon wear out. 

36. — Q. Does friction increase in the same ratio as 
velocity ? 

A, — ^No ; friction doe* not increase with the velo- 
city at all, if the friction over a given amount of sur- 
fiace be considered ; but it increases as the velocity, if , 
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the comparison be made with the time during which 
the friction acts. Thus the friction of each stroke of 
ft pistcm is the same, whether it makes 20 strokes in 
the minute, cmt 40 : m the latter case, however, there 
are twice the number of strokes made, so that, thougb 
the friction per stroke is the same^ the fricti«i per 
mniute is doubled. The friction, therefore, of any 
machine per hour yaries as the Telocity, though the 
friction per revolution remains, at aU ordinary velod- 
ties, the same. Of excessive velocities we have not 
sufficient experience to enable us to state with ccm- 
fidence whether the same law ccmtinues to operate 
among them. 

3Y. Q, — Can you give any approximate statement 
of the force expended in overcoming friction ? 

A, — ^It varies with the nature of the rubbing bodies. 
The friction of irc«i sliding upon iron, has generally 
been taken at about one- tenth of the pressure, when 
the surfaces are oiled and then wiped again, so that 
no film of oil is interposed. The friction of iron rub- 
bing upon brass has generaUy been taken at abou| 
one- eleventh c^the pressure imder the same circum- 
stances ; but in machines in actual operation, where 
a film of some lubricating material is interposed be- 
tween the rubbing surfaces, it is probably not more 
than one-third of this amount. Indeed, where un- 
guents are interposed, the friction depends in a great 
measure upon the nature of the unguent, the viscidity 
of which may constitute a greater retarding force than 
the friction ; and in watchwork and other fine me- 
chanism, it is therefore necessary to keep the bearing 
^surfaces small, as the resistance by the viscidity of the 
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unguent increases with the extent of the rubbing sur- 
face. In some experiments upon the friction of shafts 
by Mr. G. Eennie, he found that with a pressure of 
from 1 to 5 cwt. the friction did not exceed ^^^^ ^ 
the pressure when tallow was the unguent employed ; 
with soft soap it became ^Vth. The nature of the un- 
guent, proper for different bearings, appears to depend 
in a great measure upon the amount c^ the pressure 
to which they are subjected, — ^the hardest unguents 
being best where the pressure is greatest. 

38. Q. — What do you understand by a horse power ? 

A, — An amount of mechanical force that will raise 
33,000 lbs. one foot high in a minute. This standard 
was adopted by Mr. Watt as the average force ex- 
erted by the strongest London horses: the object of 
his investigation being to enable him to determine the 
relation between the power of a certain size of engine, 
and the power of a horse ; so that when it was desired 
to supersede the use of horses by the erection of an 
engine, he might, from the number of horses em- 
ployed, determine the lize of engine that would be 
suitable for the work. 

89. Q. — ^Then, when we talk of an engine of 200- 
horse power, it is meant that the impelling efficacy 
is equfid to that of 200 horses, each lifting 33,000 lbs. 
one foot high in a minute ? 

A, — ^No, not now; such was the case in Watt's 
engines, but the capacity of cylinder answerable to a 
horse power has been increased by most engineers 
since his time, and the pressure on the piston has been 
increased also, so that what is now called a 200-horse 
power engine exerts, almost in every case, a greater 

3 
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power than was exerted in Watt's time, and a horse 
power has become a mere conventional unit for ex- 
pressing a certain size of cylinder, without reference 
to the power exerted. 

40. Q, — Then each nominal horse power of a mod- 
em engine may raise much more than 33,000 lbs. one 
foot high in a minute ? 

A: — Yes ; some raise 60,000 lbs., others 60,000 lbs. 
and others 66,000 lbs., one foot high in a minute by 
each nominal horse power ; and therefore no compari- 
son can be made between the performances of diflferent 
engines, unless the power actually exerted be first dis- 
covered. 

41. Q. — How is this discovery made ? 

A. — ^By means of an instrument called the indicator, 
which consists of a small cylinder, about an inch in 
diameter, fitted with a piston, which is pressed down 
by a spring. This piston, by the height to which it 
rises against the spring, indicates the pressure within 
the cylinder of the engine ; and the number of pounds' 
pressure on the square inch multiplied by the number 
of square inches in the area of the cylinder, and by 
the number of feet travelled through by the piston per 
minute, gives the amount of impelling force. From 
this a trifling deduction — ^about a tenth in the case of 
large engines is enough — is to be made for friction, 
<kc., and the remainder is the eflfective moving force 
which, divided by 33,000 lbs., gives the actual horse 
power. 

42. Q. — ^What quantity of steam is supposed to be 
consumed by engines per horse power ? 

-4.— About 33 cubic feet per minute, according to 
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Mr. Watt's rule, or a cubic foot of water raised into 
steam per hour, which is the proportion assumed by 
many persons, and which nearly agrees with that 
adopted by Mr. Watt. Any such rules, however, can 
only have a very partial application in modem engines, 
as it is now the common practice to work engines more 
or less expansively ; and, in such cases, less than the 
quantity of steam formerly necessary, is used. 

43. Q. — What is meant by working engines expan- 
sively ? 

A. — Adjusting the valves, so that the steam is shut 
off from the cylinder before the end of the stroke, 
whereby the residue of the stroke is left to be com- 
pleted by the expanding steam. 

44. Q. — ^And what is the benefit of that practice ? 
A. — It accomplishes an important saving of steam, 

or, what is the same thing, of fuel, but it diminishes the 
power of the engine, while increasing the power of the 
steam. A larger engine will be required to do the 
same work ; but the work will be done with a smaller 
consumption of fuel. If, for example, the steam be shut 
off when only half the stroke is completed, there will 
only be half the quantity of steam used. But there 
will be more than half the power exerted ; for although 
the pressure of the steam decreases after the supply 
entering from the boiler is shut off, yet it imparts, 
during its e^ansion, some power, and that power, it is 
clear, is obtained without any expenditure of steam 
or fuel whatever. 

46. Q. — Can you give any rule for ascertaining the 
amount of benefit derivable from expansion ? 

A, — Divide the length of stroke through which the 
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steam expands, by the length of stroke performed with 
full pressure, which call 1 ; the hyperbolic logarithm 
of the quotient is the increase of efficiency due to ex- 
pansion. According to this rule it will be found, that 
if a given quantity of steam, the power of which work- 
ing at full pressure is represented by 1, be admitted 
into a cylinder of such a size that its ingress is con- 
cluded when one-half the stroke has been performed, 
its efficacy will be raised by expansion to 1'69 ; if the 
admission of the steam be stopped at one-third of the 
stroke, the efficacy will be 2*10 ; at one-fourth, 2'39 ; 
at one-fifth, 2*61; at one-sixth, 2*79 ; at one-seventh, 
2'95 ; at one-eighth, 3*08. The expansion, however, 
cannot be carried beneficially so far as one-eighth, un- 
less the pressure of the steam in the boiler be very 
considerable, on account of the inconvenient size of 
cylinder or speed of piston which would require to 
be adopted, the friction of the engine, and the resist- 
ance of vapor in the condenser, which all become 
relatively greater with a smaller urging force. 

46. Q. — What is meant by latent heat ? 

A. — By latent heat is meant the beat existing in 
bodies which is not discoverable by the touch or by 
the thermometer, but which manifests its existence by 
producing a change of state. Heat is absorbed in the 
liquefaction of ice, and in the vaporization of water, 
yet the temperature does not rise during either process, 
and the heat absorbed is therefore said to become 
latent. The term is somewhat objectionable, as the 
effect proper to the absorption of heat has in each case 
been made visible ; and it would be as reasonable to call 
hot water latent steam. Latent heat, in the present 
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acceptation of the term, means sensible liquefaction or 
vaporization ; but to produce these changes heat is as 
necessary as to produce an expansion of the mercury 
in a thermometer tube, and it is hard to see on what 
ground heat can be said to be latent when its presence 
is made manifest by a change of state. It is the tem- 
perature only that is latent, and latent temperature 
means sensible something else. 

47. Q, — But when you talk of the latent heat of 
steam, what do you mean to express ? 

A. — I mean to express the heat consumed in accom- 
plishing the vaporization compared with that necessary 
for producing the temperature. The latent heat of 
steam is usually reckoned at about 1000 degrees ; by 
which it is meant that there is as much heat in any 
given weight of steam as would raise its constituent 
water 1000 degrees if the expansion of the water 
could be prevented, or as would raise 1000 times that 
quantity of water one degree. The boiling point is 
180 degrees above the freezing point; so that it re- 
quires 1180 times as much heat to raise a lb. of water 
into steam, as to raise 1180 lbs. of water one degree ; 
or it requires about as much heat to raise a pound of 
boiling water into steam as would raise 5i lbs. of water 
from the freezing to the boiling point; 5i midtiphed 
by 180 being 990, or 1000 nearly. 

48. Q. — ^What do you understand by specific heat ? 
A, — By specific heat, I understand the relative 

quantities of "heat in bodies at the same temperature, 
juBt as by specific gravity I understand the relative 
quantities of matter in bodies of the same bulk. Equal 
we^ts of quicksilver and water at the same tempera- 
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ture do not contain the same quantities of heat, any 
more than equal bulks of those liquids contain the 
same quantity of matter. The absolute quantity of 
heat in any body is not known ; but the relative heat 
of bodies at the same temperature, or in other words 
their specific heats, have been ascertained and arranged 
in tables, the specific heat of water being taken as 
unity. 

49. Q. — What expansion does water undergo in its 
conversion into steam ? 

A, — A cubic inch of water makes about a cubic foot 
of steam of the atmospheric pressure. 

60. Q. — ^And how much at a higher pressure ? 

A. — ^That depends upon what the pressure is. The 
higher the pressure, the smaller wDl be the volume of 
steam from a given quantity of water ; for high pres- 
sure steam is just low pressure steam forced into a less 
space. 

61. Q. — ^If this be so, the quantity of heat in a given 
weight of steam is the same, whether it is high or low 
pressure steam ? 

A. — Yes ; the heat in steam is a constant quantity, 
or nearly so, at all pressures, if the steam be saturated 
with water. Steam, to which an additional quantity of 
heat has been imparted after leaving the boiler, or as 
it is called "surcliarged steam," comes under a difiPerent 
law, for the elasticity of such steam may be increased 
without any addition being made to its weight; but 
surcharged steam is not employed for working engines, 
and it may therefore be considered in practice that a 
pound of steam contains the same quantity of heat ai 
all pressures. 
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52. Q, — But the temperature of steam yaries with 
the pressure ? 

A. — ^Yes; the temperature rises with the pressure, 
but the latent heat becomes less in the same propor- 
tion. The latent heat of high pressure steam is less 
therefore than that of low pressure steam, while the 
sensible heat is greater, and the two taken together 
make up the same simi at all temperatures. 

53. Q. — Is there any benefit arising from the use of 
high pressure steam in steam engines ? 

A. — In high pressure, as contrasted with condensing 
engines, there is always the loss of the vacuum, which 
will generally amoimt to 12 or 13 lbs. on the square 
inch. 

54. Q. — But in high pressure engines, is there any 
benefit arising from the use of a very high pressure 
over a pressure of a moderate account ? 

A, — Yes, there is an advantage ; for, in all high 
pressure engines, there is a diminution in the power 
caused by the counteracting pressure of the atmosphere 
on the educting side of the piston : for the force of the 
piston in its descent would obviously be greater, if 
there was a vacuum beneath it ; and the counteracting 
pressure of the atmosphere is relatively less when the 
steam used is of a very high pressure. It is clear, that 
if you bring down the pressure of the steam in a high 
pressure engine to the pressure of the atmosphere, it 
will not exert any power at all, whatever quantity of 
steam may be expended, and if the pressure be brought 
nearly as low as that of the atmosphere, the engine 
will exert only a very small amount of power ; whereas, 
if a very high pressure be employed, the pressure of 
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80 that even in the case of condensing engines, there 
is a benefit arising from the use of steam of a consider- 
able pressure. Expansion cannot be carried beneficially 
to any great extent, unless the initial pressure be con^ 
siderable ; for if steam of a low pressure were used, the 
ultimate tension would be reduced to a point so nearly 
approaching that of the vapor in the condenser, that 
the difference would not suffice to overcome the friction 
of the piston ; and a loss of power would be occasioned 
by carrying expansion to such an extent. In some of 
the Cornish engines, the steam is cut off at one-twelfth 
of the stroke ; but there would be a loss arising from 
carrying the expansion so far, instead of a gain, unless 
the pressure of the steam were considerable. It is clear, 
that in the case of engines which carry expansion very 
far,' a very perfect vacuum in the condenser is more 
important than it is in other cases. Nothing can be 
easier than to compute the ultimate pressure of ex- 
panded steam, so as to see at what point expansion ceases 
to be productive of benefit ; for as the pressure of ex- 
panded steam is inversely as the space occupied, the 
terminal pressure when the expansion is twelve times, is 
just one-twelfth of what it was at first, and so on, in all 
other proportions. The total pressure should be taken as 
the initial pressure — not the pressure on the safety valve, 
but that pressure plus the pressure of the atmosphere. 

66. Q. — Then in high pressure engines working at 
from 70 to 90 lbs. on the square inch, as in the case of 
locomotives, the efficiency of a given quantity of water 
raised into steam may be considered to be about the 
same as in condensing engines ? 

A. — ^Yes, there will not be much difference in the 
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A, — Yes ; yery careful experiments. The fol- 
lowing role expresses the results obtained by Mr. 
Southern: — To the given temperature in degrees of 
Fahrenheit add 51*3 degrees ; from the logarithm of 
the sum, subtract the logarithm of 135*767, which is 
2*1327940 ; multiply the remainder by 6*13, and to the 
natural number answering to the sum, add the con- 
stant fraction '1, which will give the elastic force in 
inches of mercury. If the elastic force be known, and 
it is wanted to determine the corresponding temperature, 
the rule must be modified thus : — From the elastic 
force, in inches of mercury, subtract the decimal -1, 
divide the logarithm of the remainder by 6*13, and to 
the quotient add the logarithm 2*1327940; find the 
natural number answering to the sum, and subtract 
therefrom the constant 61*3 ; the remainder will be 
the temperature sought. The French Academy, and 
the Franklin Institute, have repeated Mr. Southern's 
experiments on a larger scale : the results obtained by 
them are not widely different, and are perhaps nearer 
the truth, but Mr. Southern's results are generally 
adopted by engineers, as sufficiently accurate for 
practical purposes, and those results being identified 
with engineering practice, it appears expedient to re- 
tain them. 

59. Q. — ^What law is followed by surcharged steam 
on the application of heat ? 

A. — ^The same as that followed by air, in which tlie 
increments in volume are very nearly in the same pro- 
portion as the increments in temperature. A volume 
of air which, at the temperature of 82°, occupies 100 
cubic feet, will at 21 2o fill a space of 137^ cubv!> i^^\>. 
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to be double acting, and the pump single acting. In 
high pressure engines, however, the capacity of the 
pump should be greater, in proportion to the pressure 
of the steam. 

61. Q. — How do you estimate the quantity of water 
requisite for condensation ? 

A, — Mr. Watt found that the most beneficial tem- 
perature of the hot well of bis engines was 100 degrees. 
If, therefore, the temperature of the steam be 212°, and 
the latent heat 1,000°, then 1,212° may be taken to 
represent the heat contained in the steam, or 1,112° 
if we deduct the temperature of the hot well. If the 
temperature of the injection water be 50°, then 50 de- 
grees of cold are available for the abstraction of heat ; 
and as the total quantity of heat to be abstracted, is 
that requisite to raise the quantity of water in the 
steam 1,112 degrees, or 1,112 times that quantity one 
degree, it would raise one-fiftieth of this, or 22*24 times 
the quantity of water in the steam, 50 degrees. A 
cubic inch of water therefore raised into steam, will 
require 22*24 cubic inches of water at 50 degrees for its 
condensation, and will form therewith 23*24 cubic inches 
of hot water at 100 degrees. Mr. Watt's practice was 
to allow about a wine pint (28*9 cubic inches) of in- 
jection water, for every cubic inch of water evaporated 
from the boiler. The usual capacity for the cold water 
pump is -^th of the capacity of the cylinder, which 
allows some water to run to waste. 

62. Q. — ^Is not a good vacuum in an engine con- 
ducive to increased power ? 

A. — It is. 

63. Q, — ^And is not the vacuum good in the pro- 

4 
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portion in which the temperature is low, supposing 
there to be no air leaks ? 
A, — Yes. 

64. Q. — Then how could Mr. Watt find a tempera- 
ture of 100° in the water drawn from the condenser, 
to be more beneficial than a temperature of 70° or 
80°, supposing there to be an abundant supply of cold 
water ? 

A. — Because the superior vacuum due to a tempe- 
rature of 70° or 80° involves the admission of so much 
cold water into the condenser, which has afterwards 
to be pumped out in opposition to the pressure of the 
atmosphere, that the gain in the vacuum does not equal 
the loss of power occasioned by the additional load upon 
the pump ; and there is therefore- a clear loss by the re- 
duction of the temperature below 100°, if such reduc- 
tion be caused by the admission of an additional quantity 
of water. If the reduction of temperature, however, be 
caused by the use of colder water, there is a gain pro- 
duced by it, though the gain will within certain limits 
be greater, if advantage be taken of the lowness of the 
temperature to diminish the quantity of injection. 

65. Q. — Cannot the condensation of the steam be 
accomplished by any other means, than by the admis- 
sion of cold water into the condenser ? ^ 

A. — It may be accomplished by the method of ex- 
ternal cold, as it is called, which consists in the appli- 
cation of a large number of thin metallic surfaces to the 
condenser, on the one side of which the steam circulates, 
while on the other side there is a constant current of 
cold water, and the steam is condensed by coming into 
contact with the cold surfaces, without mingling with 
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the water used for the purpose of refrigeration. The 
first kind of condenser employed by Mr. Watt was con- 
structed after this fashion, but he found it in practice 
to be inconvenient from its size, and to become furred 
up or incrusted when the water was bad, whereby the 
conducting power of the metal was impaired. He there- 
fore reverted to the use of the jet of cold water, as being 
upon the whole preferable. The jet entered the con- 
denser instead of the cylinder as was the previous prac- 
tice, and this method is now the one in common use. 
Some few years ago, a good number of steam vessels 
were fitted with HalFs condensers, which operated on 
the principle of external cold, and which consisted of a 
fagot of small copper tubes suirounded by water ; but 
the use of those condensers has not been persisted in, 
and most of the vessels fitted with them have returned 
to the ordinary plan. 

66. Q. — How much water will a pound of coal raise 
into steam ? 

A, — ^From 6 to 8 lbs. of water in the generality of 
land boilers of medium quality, the difference depending 
on the kind of boiler, the kind of coal, and other cir- 
cumstances. Mr. Watt reckoned his boilers as capable 
of evaporating 10*08 cubic feet of water with a bushel 
or 84 lbs. of coal, which is equivalent to 7^ lbs. of water 
evaporated by one pound of coal, and this may be taken 
as the performance of common land boilers at the pres- 
ent time. In some of the Cornish boilers, however, a 
pound of ooal raises 10 lbs. of water into steam, or a 
cwt. of coal evaporates about 19 cubic feet of water. 
The quantity of fuel burned on each square foot of fire 
grate per hour, varies very much in different boilers : 
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in wagon boilers it is from 10 to 13 lbs. ; in Cornish 
boilers from 3^ to 4 lbs. ; and in locomotive boilers from 
80 to 100 lbs. The number of square feet of surface 
required to evaporate a cubic foot of water per hour is 
about 70 square feet in Cornish boilers, 9 to 11 square 
feet in land and marine boilers, and about 6 square feet 
in locomotive boilers. The number of square feet of 
heating surface per square foot of fire grate, is from 
13 to 15 square feet in wagon boilers ; about 40 square 
feet in Cornish boilers ; and from 50 to 70 square feet 
in locomotive bdlers. 

67. Q. — But what is the heating surface per horse 
power? 

A. — About 9 square feet per horse power is the 
usual proportion in wagon boilers, reckoning the total 
surface as effective surface, if the boilers be of a con- 
siderable size ; but in the case of small boilers the pro- 
portion is larger. The total heating surface of a two- 
horse power wagon boiler is, according to Boulton and 
Watt's proportions, 30 square feet or 15 ft. per horse 
power ; whereas, in the case of a 4 5 -horse power boiler 
the total heating surface is 438 square feet or 9'6 ft. per 
horse. power. The capacity of steam room is 8|- cubic 
feet per horse power, in the two-horse power boiler, 
and 5 J cubic feet in the 20-horse power boiler ; and 
in the larger class of boilers, such as those suitable for 
30 and 45 horse power engines, the capacity of the 
steam room does not fall below this amount, and indeed 
is nearer 6 than 5f cubic feet per horse power. The 
content of water is 1 8 J cubic feet per horse power in the 
two-horse power boiler, and 15 cubic feet per horse 
power in the 20-horse power boiler. In marine boilers 
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about the same proportions obtain in most particulars. 
The original boilers of the " Great Western " steamer, 
by Messrs. Maudslay, were proportioned with about 
half a square foot of fire grate per horse power, and ten 
square feet of flue and furnace surface, reckoning the 
total amount as effective; but in the boilers of the 
" Retribution," by the same makers, a somewhat smaller 
proportion of heating surface was adopted. Boulton 
and Watt have found that in their marine flue boilers 
9 square feet of flue and furnace surface are requisite 
to boil off a cubic foot of water per hour, which is the 
proportion that obtains in their land boilers ; but inas- 
much as in modem engines the nominal considerably 
exceeds the actual power, they allow 11 square feet of 
heating surface per nominal horse power in their 
marine boilers, and they reckon as effective heating 
surface, the tops of the flues, and the whole of the 
sides of the flues, but not the bottoms. They have 
been in the habit of allowing for the capacity of the 
steam space in marine boilers 16 times the content of 
the cylinder; but as there are two cylinders, this is 
equivalent to 8 times the content 'of both cylinders, 
which ift the proportion commonly followed in land en- 
gines, and which agrees very nearly with the proportion 
of between 6 and 6 cubic feet of steam. room per horse 
power. Taking, for example, an engine with 23 inches 
diameter of cylinder and 4 feet stroke — ^which will be 
18*4 horse power — the area of the cylinder will be 
415*4'76 square inches, which multiplied by 48, the 
number of inches in the stroke, will give 19942 •848 for 
the capacity of the cylinder in cubic inches ; 8 times 
this is 159542*784 cubic mches, or 923 cubic feet ; 92*3 
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divided by 18*4 is rather more than 5 cubic feet per 
horse power. There is less necessity, however, that the 
steam space should be large when the flow of steam from 
the boiler is very uniform, as it will be where there are 
two engines attached to the boiler at right angles with 
one another, or where the engines work at a great 
speed, as in the case of locomotive engines. A high 
steam chest too, by rendering boiling over into the 
steam pipes, or priming as it is called, more difficult, 
obviates the necessity for so large a steam space ; and 
the use of steam of a high pressure, worked expansively, 
has the same operation ; so that in modem marine 
boilers, of the tubular construction, where the whole 
of these modifying circumstances exist, there is no ne- 
cessity for so large a proportion of steam room as 6 or 
6 cubic feet per horse power, and about half that amount 
more nearly represents the general practice. In many 
of the marine tubular boilers, however, the steam space 
is made too small ; in some cases only If cubic feet 
per horse power ; but the operation of boilers thus pro- 
portioned is not satisfactory. The proportion of 11 
square feet of heating surface per nominal horse power, 
reckoning all the surface as effective, half a square foot 
of fire grate, and 3 cubic feet of steam room, seems to 
answer very well for tubular boilers, where the steam 
chest rises above the boiler, and the engines work ex- 
pansively through one-third or one-fourth of the stroke. 
Boulton and Watt allow 0*64 of a square foot per 
nominal horse power of grate bars in their marine 
boilers, and a good efifect arises from this proportion ; 
but sometimes so large an area of fire grate cannot be 
conveniently got, and the proportion of half a square 
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foot per horse power ieems to answer very well in en- 
gines working with some expansion, and is now very 
widely adopted. With this allowance, there will be 
about 22 square feet of heating surface per square foot 
of fire grate, and if the consumption of fuel be taken 
at 6 lbs. per nominal horse power per hour, there will be 
12 lbs. of coal consumed per hour on each square foot 
of grate. The furnaces should not be more than 6 ft. 
long, as, if much longer than this, it is impossible to fire 
them effectually. 

68. Q, — Can the consumption be made as small as 
6 lbs. per nominal horse power per hour ? 

A. — It can by working expansively, and in some 
engines the consumption per nominal horse power per 
hour does not exceed this amount. 

69. Q, — Can the consimiption be made as low as 
6 lbs. per actual horse power per hour without resort- 
ing to expansion ? 

A. — An actual horse power, or 33,000 lbs. raised one 
foot high in the minute, is represented by the evapora- 
tion of a cubic foot of water in the hour ; and if a cubic 
foot of water has to be evaporated by 6 lbs. of coal, 
then 1 lb. of coal must be capable of evaporating lOj 
lbs. of water, which is more than the usual proportion, 
and engines, therefore, with such a rate of consumption, 
may be set down as deriving a part of their economy 
from expansion. 

70. Q. — Would it not be beneficial to introduce the 
Cornish boilers into steam vessels, since they operate 
with a superior economy in fuel ? 

A, — No; it would not. The superior economy of 
the Cornish boilers is not derived from any peculiarity 
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of form or arrangement, but from the immense exten- 
sion of heating surface, which, though productive of 
economy in fuel, is attended with an increased expense 
of boiler, while the space occupied is such as in the 
case of a steam vessel would be quite inadmissible. If 
a marine boiler be made with the same quantity of 
surface as a Cornish boiler, the marine boiler is found 
to be the more economical of the two. 

71. Q. — Is not the combustion in the furnaces of 
the Cornish boilers very slow ? 

A. — Yes, very slow ; and there is in consequence 
very little smoke evolved. It is an important part of 
smoke burning to make the combustion slow ; and the 
chief instigator of smoke, is an insufficient size of fur- 
nace. The coal used in Cornwall is Welsh coal, which 
evolves but little smoke, and is therefore more favora- 
ble for the success of a smokeless furnace ; but in the 
manufacturing districts, where the coal is more bitumi- 
nous, it is found that smoke may be almost wholly pre- 
vented by careful firing and a large capacity of furnace. 

72. Q. — What is the nature of combustion ? 

A. — Combustion is nothing more than an energetic 
chemical combination; or, in other words, it is the 
mutual neutralization of opposing electricities. When 
coal is brought to a high temperature it acquires a 
strong affinity for oxygen, and combination with oxygen 
will produce more than sufficient heat to maintain the 
original temperature. 

73. Q. — Does air consist of oxygen ? 

A. — Air consists of oxygen and nitrogen mixed to- 
gether, in the proportion of 3i lbs. of nitrogen to 1 Ibw 
of oxygen. Every pound of coal requires about tW9 
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pounds of oxygen for its saturation, and therefore for 
every pound of coal burned seven pounds of nitrogen 
must pass through the fire, supposing all the oxygen 
to enter into combination. In practice, however, this 
perfection of combination does not exist: from one- 
third to one-half of the oxygen will pass through the 
fire without entering into combination ; so that from 
12 to 14 lbs. of air are required for every pound of 
coal burned. 12 lbs. of air are about 160 cubic feet, 
and 200 cubic feet may be taken as the quantity of air 
required for the combustion of a pound of coal in practice. 

V4. Q. — Had Mr. Watt any method of consuming 
smoke ? 

A, — ^He tried various methods, but eventually fixed 
upon the method of coking the coal on a dead plate at 
the furnace door, before pushing it into the fire. That 
method is perfectly efifectual where the combustion is so 
slow that the requisite time for coking is allowed, and it 
is much preferable to any of the methods of admitting 
air at the bridge or elsewhere, to accomplish the com- 
bustion of the inflammable parts of the smoke. But the 
best arrangement for smoke burning is, it appears to me, 
that of the revolving grate, which feeds the fire at the 
same time by a self-acting mechanism. In this plan, the 
fire grate is made like a round table capable of turning 
upon a centre ; a shower of coal is precipitated upon the 
grate through a slit in the boiler near the furnace mouth, 
and the smoke evolved from the coal dropped at the front 
part of the fire is consumed by passing over the incan- 
descent fuel at the back part, from which all the smoke 
miut have been expelled in the revolution of the grate 
MoNce it can have reached that position* 
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75. Q. — Is a furnace of this kind applicable to a 
steam vessel ? 

A. — I see nothmg to prevent its application. The 
arrangement of the boiler should perhaps be changed, 
to facilitate its application, and I should prefer to 
combine its use with the employment of vertical tubes, 
which are found to be more efficacious in practice 
than horizontal tubes; but this innovation is not in- 
dispensable. The introduction of any efifectual auto- 
matic contrivance for feeding the fire in steam vessels, 
would bring about an important economy, at the same 
time that it would give the assiu^nce of the work being 
better done. It is very difficult to fire furnaces by 
hand effectually at sea, especially in rough weather and 
in tropical climates ; whereas machinery would be un 
affected by any such impediments, and would perfonc 
with little expense the work of many men. 

76. Q. — The introduction of some mechanical 
method of feeding the fire with coals would enable a 
double tier of furnaces to be adopted in steam vessels 
without inconvenience ? 

A. — Yes, it would have at least that tendency ; and 
as the space available for area of grate is limited in a 
steam vessel by the width of the vessel, it would be a 
great convenience if a double tier of furnaces could 
be employed without a diminished effect. It appears 
to me, however, that the objection would still remain 
of the steam raised by the lower furnace being cooled 
and deadened by the air entering the ash-pit of the 
upper fire, for it would strike upon the metal of the 
ash-pit bottom ; but this surface could be covered wiih 
fire-brick to diminish the refrigeratory effect. 



THS STEAM ENGINE. 47 

7Y. Q. — ^What method of firing furnaces is the best? 

A. — ^The coals should be broken up into small 
pieces, and sprinkled thinly and evenly over the fire a 
httle at a time. The thickness of the stratum of coal 
upon the grate should depend upon the intensity of 
the draft : in ordinary land or marine boilers it should 
be thin, whereas in locomotive boilers it requires to be 
much thicker. If the stratum of coal be thick while 
the draft is sluggish, the carbonic acid resultmg from 
combustion combines with an additional atom of carbon 
in passing through the fire, and is converted into car- 
bonic oxide, which may be defined to be invisible 
smoke, as it carries off a portion of the fuel : if, on the 
contrary, the stratum of coal be thin while the draft is 
very rapid, an injurious refrigeration is occasioned by 
the excess of Mr passing through the furnace. The 
fire should always be spread of uniform thickness over 
the bars of the grate, and should be without any holes 
or uncovered places, which greatly diminish the effect 
of the fuel by the refrigeratory action of the stream of 
cold air which enters thereby. 

78. Q, — ^What is the method of consuming smoke 
pursued in the manufacturing districts ? 

A. — ^In Manchester, where some stringent regula- 
^ns for the prevention of smoke have latterly been 
enacted, it is foimd that the readiest way of burning 
the smoke is to have a very large proportion of fur- 
nace room, whereby slow combustion may be carried 
on, and the operation of the dead plate, prescribed by 
Mr. Watt, may be made more effectual. In some 
cases, too, a favorable result is arrived at by raising 
a ridge of coal across the funiace lying against the 
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bridge, and of the same height: this ridge speedily 

becomes a mass of coke, which promotes the combus- 
tioQ of the smoke passing over it. 

78. Q. — Is the method of admitting a stream of air 
into the flues r^arded favorably ? 

A, — Xo ; it is foimd to be productive of injury to 
the boiler by the violent alternations of temperature 
it occasions, as at some times cold air impinges on the 
iron of the boiler, and at other times flame, just as 
there happens to be smoke or no smoke emitted by 
the furnace. Boilers, therefore, operating upon this 
principle, speedily become leaky, and are much worn 
by oxidation, so that, if the pressure is considerable, 
they are liable to explode. It is very difficult to ap- 
portion the quantity of air admitted, to the varying 
wants of the fire, and as air may at some times be 
rushing in when there is no smoke to consume, a loss 
of heat, and an increased consimiption of fuel may be 
the result of the arrangement; and, indeed, such is 
the result in practice, though a carefully performed 
experiment usually demonstrates a saving of 1(/ or 12 
per cent. 

80. Q. — ^What other plans have been contrived for 
obviating the nuisance of smoke ? 

A. — They are too various for enumeration, but 
most of them either operate upon the principle of ad- 
mitting air into the flues to accomplish the combustion 
of the uninflammable parts of the smoke, or seek to 
attain the same object by passing the smoke over or 
through the fire, or other incandescent materials. 
Some of the plans, indeed, profess to bum the inflam- 
mable gases as they are evolved from the coal, without 
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permitting the admixture of any of the uninflammable 
products of combustion which enter into the composi- 
tion of smoke ; but this object has been very imper- 
fectly fulfilled in any of the contrivances yet brought 
under the notice of the public, and as the revolving 
grate, without aspiring to a theoretic perfection, seems 
to achieve the combustion of the smoke when the fire 
is not urged with vehemence, and as it saves in addi- 
tion the labor of firing, it seems to be entitled to a 
preference in practice. Jucke*s furnace, which con- 
sists of an arrangement of the fire bars in the form of 
an endless chain, whereby the coal is gradually carried 
forward as it bums, and the ashes and clinkers are 
precipitated into the ash-pit at the extremity of the 
furnace where the chain turns down over the extreme 
carrying roller, is also well spoken of ; but it is more 
expensive to construct than the revolving grate, and 
more difficult to keep in repair. The patent-right of 
the revolving grate expired some years ago, which 
may, perhaps, be in some cases a further suasory to 
its adoption. 

81*. Q, — You have stated that an nr.tual horse 
power is a force capable of raising 33,000 lbs. one foot 
high in the minute, or a dynamical effort such as is 
produced by an expenditure of 33 cubic feet of steam 
per minute, or the evaporation of a cubic foot of water 
per hour, but you have given no definition of the value 
of a nominal horse power. How do you ascertain the 
power of an engine in nominal horse power ? 

A, — ^The nominal power of an engine may be as- 
certained by the following rule: multiply the square 
of the diameter of the cylinder in inches by the ye- 

6 
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locity of the piston in feet per minute, and divide the 
product by 6000 ; the quotient is the number of nom- 
inal horse power. In using this rule, however, it is 
necessary to adopt the speed of piston described by 
Mr. Watt, which varies with the length of the stroke. 
The speed of piston with a two feet stroke is, accord- 
ing to his system, 160^. per minute ; with a 2 ft. 6 in. 
stroke, 170 ; 3 ft., 180 ; 3 ft. 6 in., 189 ; 4 ft., 200 ; 
5 ft., 215 ; 6 ft., 228 ; 1 ft, 246 ; 8 ft., 266 ft. 

82. Q, — By ascertaining the ratio in which the ve- 
locity of the piston increases with the length of the 
stroke, could not the element of velocity be cast out 
altogether, and the nominal power be determined by a 
reference merely to the dimensions of the cylinder ? 

A. — Yes, and this for most purposes is the most 
convenient method of procedure : multiply the square 
of the diameter of the cylinder in inches by the cube 
root of the stroke in feet, and divide the product by 
47 ; the quotient is the number of nominal horse power 
of the engine. This rule supposes a imiform eflfective 
pressure upon the piston of 7 lbs. per square inch. Mr. 
Watt estimated the effective pressure upon the piston 
of his 4-horse power engines at 6*8 lbs. per square inch, 
and the pressure increased slightly with the power, 
and became 6*94 lbs. per square inch in engines of 
100-horse power ; but it appears to be more convenient 
to take a uniform pressure of 7 lbs. for all powers. 
Small engines, indeed, are somewhat less effective in 
proportion than large ones, but the difference can be 
made up by slightly increasing the pressure in the 
boiler ; and small boilers will bear such, an increase 
without inconvenience. 
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83. Q. — Can nominal be transformed into actual 
horse power? 

A. — No, that is not possible in the case of com- 
mon condensing engines ; the actual power exerted by 
an engine cannot be deduced from its nominal power, 
neither can the nominal power be deduced from the 
power actually exerted, nor from any thing else than the 
dimensions of the cylinder. The actual horse power 
is a dynamical unit, and the nominal horse power is a 
measure of capacity of the cyUnder, which are obvi- 
ously incomparable things. 

84. Q, — ^That is, the nominal horse power expresses 
the size of an engine, and the actual horse power the 
number of times 33,000 lbs. it will lift one foot high in 
a minute ? 

-4. — Precisely ; and to find the number of times 
33,000 lbs., or 628 cubic feet of water, it will raise one 
foot high in a minute^-or, in other words, the actual 
power — ^you first find the pressure in the cylinder by 
means of the indicator, from which you deduct a pound 
and a half of pressure for friction, the loss of power in 
working the air pump, &c. ; multiply the area of the 
piston in square inches by this residual pressure, and 
by the motion of the piston, in feet per minute, and 
divide by 33,000 ; the quotient is the actual niunber 
of horses power. The same result is attained by squar- 
ing the diameter of the cylinder, multiplying by the 
pressure per square inch, as shown by the indicator, 
less a pound and a half, and by the motion of the pis- 
ton, in feet, and dividing by 42,017. The quantity 
thus arrived at will, in the case of nearly all modem 
engines, be very dififerent from that obtained by mul- 
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86. Q, — ^And how is the dmy ascertained ? 

A, — In ordinarr nuD or maiine engines it can only 
be ascertained by the indicator, as the load upon such 
engines is Tariable, and cannot readily be determined ; 
but in the case of ei^ines for pmnping water, where 
the load is constant, the number of strokes performed 
by the engine will represent the work done, and the 
amount of work done by a given quantity of coal rep- 
resents the duty. In Cornwall the duty of an engine 
is expressed by the number of mfllious of pounds 
raised one foot high by a bushel, or 94 lbs. d Welsh 
coal. A bushel of Newcastle coal will only weigh 
84 lbs. ; and in comparing the duty of a Cormsh engine 
with the performance of an engine in some locality 
where a different kind of coal is used, it is necessary 
to pay regard to such variations. 

87. Q. — Can you tell the duty of an engine when 
you know its consumption of coal per horse power per 
hour ? 

A. — Yes, if the power given be the actual, and not 
tlie nominal power. Divide 166*32 by the number of 
pounds of coal consumed per actual horse power per 
hour ; the quotient is the duty in millions of pounds. 
If you already have the duty in millions of pounds, 
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and wish to know the equivalent consumption in pounds 
per actual horse power per hour, divide 166*32 by 
the duty in millions of pounds ; the quotient is the 
consumption per actual horse power per hour. The 
duty of a locomotive engine is expressed by the weight 
of coke it consumes in transporting a ton through the 
distance of one mile upon a railway ; but this is a very 
imperfect method of representing the duty, as the 
tractive efficacy of a pound of coke becomes less as 
the speed of the locomotive becomes greater, and the 
law of variation is not accurately known. 

88. Q. — What amount of power is generated in 
good engines of the ordinary kind by a given weight of 
coal? 

A. — The duty of different kinds of engines varies 
very much, and there are also great differences in the 
performance of different engines of the same class. In 
ordinary rotative condensing engines of good construc- 
tion, 10 lbs. of coal per nominal horse power per hour 
is a common consumption ; but such engines exert 
nearly twice their nominal power, so that the con- 
sumption per actual horse power per hour may be taken 
at from 6 to 6 lbs. Engines working very expansively, 
however, attain an economy much superior to this. The 
average duty of the pumping engines in Cornwall is 
about 60,000,000 lbs. raised 1 ft. high by a bushel of 
Welsh coals, which weighs 94 lbs. This is equiva- 
lent to a ocmsumption of 3*1 lbs. of coal per actual 
horse power per hour ; but some engines reach a duty 
of above 100,000,000, or 1*74 lbs. of coal per actual 
horse power per hour. Locomotives consume from 8 
to 10 lbs. of coke in evaporating a cubic foot of water, 

6* 
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and the evaporation of a cubic foot of water per hour 
may be set down as representing an actual horse 
power in locomotives as well as in condensing engines. 
Measuring the consumption of fuel by the number of 
tons a locomotive will draw through a given distance, it 
appears that passenger engines consume from ^ to ^ lb. 
of coke per ton per mile, and the goods engines from J 
to ^ lb. When the locomotive is worked expansively, 
there is of course a less consumption of water and 
fuel per horse power, or per ton per mile, than when 
the full pressure is used throughout the stroke, and 
most locomotives now operate with as much expansion 
as can be conveniently given by the slide valves. 

89. Q. — But some kinds of coal are more eflfective 
than other kinds, and there will be a difiference of 
eflfect from this cause ? 

A, — Yes. In a boiler so proportioned, that a pound 
of the best Welsh coal will evaporate 9*493 lbs. of 
water ; a pound of anthracite will evaporate 9*014 
lbs. of water ; a pound of the best small Newcastle 
8*624 lbs. ; a pound of coke from gas works 7*908 
lbs. ; a pound of Welsh and Newcastle, of medium 
quality, mixed half and half, 7*897 lbs. ; a pound of 
Derbyshire 6*772 lbs.; and a pound of Blyth Main, 
Northumberland, 6*6 lbs. of water. There thus ap- 
pears to be a difference of at least one-third in the 
efficacy of the different coals of commerce in raising 
steam. Coal and coke may be reckoned equal to one 
another in evaporative power. A pound of wood in 
its ordinary state evaporates about 4*72 lbs. of water, 
and a pound of turf 5*46 lbs. A pound of wood char- 
coal, however, is said to evaporate 13*37 lbs., and a 
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pound of turf charcoal 11*63 lbs. The number of 
pounds of air consumed by a pound of any combustible 
is very nearly the same as the number of pounds of 
water it is capable of evaporating, though twice that 
quantity of air must pass through the fire. A pound 
of wood in its ordinary state requires 4*47 lbs. of air 
for its combustion, and a pound of turf 4*6 lbs. If one 
pound of coal evaporate 9i lbs. of water, then a cubic 
foot of water will be evaporated by 6*68 lbs. of coal. 
6i lbs. of water evaporated by a pound of coal is 
equivalent to a cubic foot of water evaporated by 
9*61 lbs. of coal; and 4i lbs. of water evaporated by 
a pound is equivalent to a cubic foot of water evap- 
orated by 13*88 lbs. of coal. In such of the Cornish 
boilers as evaporate 10 lbs. of water with a pound of 
coal, a cubic foot of water will be evaporated by 6^ 
lbs. of coal ; but the usual performance of the best 
Cornish boilers is about 9 lbs. of water evaporated by 
a pound of coal of the best quality. 

90. Q, — By what process do you ascertain the 
dimensions of the chimney ? 

A. — By a reference to the volume of air it is neces- 
sary in a given time to supply to the burning fuel, and 
to the velocity of motion produced by the rarefaction 
in the chimney ; for the area of the chimney requires 
to be such, that with the velocity due to that rarefac- 
tion, the quantity of air requisite for the combustion 
of the fuel shall pass through the furnace in the spe- 
cified time. Thus if 200 cubic feet of air of the at- 
mospheric density are required for the combustion of 
a pound o^coal, and 10 lbs. of coal per horse power 
per hour are consumed by an engine, then 2000 cubic 



56 A CATECHISM OF -«( 

feet of air must be supplied to the furnace per horse 
per hour ; and the area erf the chimney must be such, 
as to deliver this quantity at the increased bulk due 
to the high temperature of the chimney when moving 
with the velocity the rarefaction within the chimney 
occasions, and which is usually such as to support a 
column of half an inch of water. The velocity with 
which a denser fluid flows into a rarer one is equal to 
the velocity a heavy bgdy acquires in falling through 
a height equal to the difference of altitude of two 
columns of the heavier fluid such as will produce the 
respective pressures ; and, therefore, when the diffier- 
ence of pressure or amount of rarefaction in the 
chimney is known, it is easy to tell the velocity of 
motion which ought to be produced by it. In prac- 
tice, however, these theoretical results are not to be 
trusted, until they have received such modifications as 
will make them representative of the practice o( the 
most experienced constructors. Boulton and Watt's 
rule for the dimensions of the chimney of a land 
engine is as follows : — multiply the number of pounds 
of coal consumed Under the boiler per hour by 1 2, and 
divide the product by the square root of the height of 
the chimney in feet; the quotient is the area of the 
chimney in square inches in the smallest part. A 
factory chimney suitable for a 20 -horse boiler is com- 
monly made about 20 in. square inside, and 80 ft. high, 
and these dimensions are those which answer to a con- 
sumption of 15 lbs. of coal per horse power per hour, 
which is a very common consumption in factory 
engines. If 15 lbs. of coal be consumed per horse 
power per hour, the total consumption per hour in 
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a 20-horse boiler will be 300 lbs., and 300 multiplied 
by 12=3600, and divided by 9 (the square root of the 
height) =400, which is the area of the chimney in 
square inches. It will not answer well to increase the 
height of a chimney of this area to more than 40 or 
50 yards, without also increasing the drea, nor will it 
he of utility to increase the area much without also 
increasing the height. The quantity of coal consumed 
per hour in pounds, multiplied by 5, and divided by 
the square root of the height of the chimney, is the 
proper collective area of the openings between the 
bars of the grate for the admission of air to the fire. 

91. Q, — Is this rule for the dimensions of the chim- 
ney also applicable to steam vessels ? 

A. — ^In steam vessels Boulton and Watt allow 8^ 
square inches of area of chimney per horse power, and 
in marine flue boilers they allow 18 square inches of 
sectional area of flue per horse power ; but this pro- 
portion appears to be about one-third greater than 
what is allowed by many other makers, whose boilers, 
however, are scarcely so conspicuous for an abundant 
supply of steam. The sectional area of the flue in 
square inches is what is termed the calorimeter of the 
boiler, and the calorimeter divided by the length of 
the flue in feet is what is termed the vent. In marine 
flue boilers of good construction the vent varies be- 
tween the limits of 21 and 26, according to the size of 
the boiler and other circumstances — the largest boilers 
having generally the largest vents; and the calori- 
meter divided by the vent will give the length of 
the flue in feet."* The collective area for the escape 
of the smoke and flame over the furnace bridges in 
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marine boilers is 19 square inches per horse power, ac- 
cording to Boulton and Watt's proportion. 

02. Q. — Are these proportions applicable to tubular 
and wagon boilers ? 

A. — No. In wagon and tubular boilers very dif- 
ferent proportions prevail, yet the proportions of every 
kind of boiler are determinable on the same general 
principle. In wagon boilers the proportion of the 
perimeter of the flue which is effective as heating sur- 
face, is to the total perimeter as 1 to 3, or, in some 
cases, as 1 to 2*5 ; and with any given area of flue, 
therefore, the length of the flue must be from 3 to 2*5 
times greater than would be necessary if the total sur- 
face were effective. If then the vent be the calorimeter 
divided by the length, and the length be made 3 or 2*5 
times greater, the vent must become 3 or 2*5 times less; 
and in wagon boilers accordingly the vent varies from 
8 to 11 instead of from 21 to 25, as in the case of ma- 
rine flue boilers. In Boulton and Watt's 45-horse wag- 
on boiler the area of flue is 18 square inches per horse 
power ; but the area per horse power increases very 
rapidly as the size of the boiler becomes less, and amounts 
to about 80 square inches per horse power in a boiler of 
two-horse power. Some such increase is obviously in- 
evitable if a similar form of flue be retained in the larger 
and smaller powers, and at the same time the elongation 
of the flue in the same proportion as the increase of any 
other dimension is prevented ; but in the smaller class of 
wagon boilers the consideration of facihty of cleaning 
the flues is also operative in inducing a large propor- 
tion of sectional area. Boulton and Watt's 2 -horse 
power wagon boiler has 30 square feet of surface^ 
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and tbe flue is 18 in. high above the level of the boiler 
bottom, by 9 in. wide; while their 12-hor8e wagon 
boiler has 118 square feet of heating surface, and the 
dimensions of the flue similarly measured are 36 in. 
by 13 in. The width of the smaller flue, if similarly 
proportioned to the larger one, would be 6^ in., instead 
of 9 in. ; and, by assuming this dimension, we should 
have the same proportion of sectional area per square 
foot of heating surface in both boilers. The length of 
flue in the 2-horse boiler is 19"6 ft., and in the 12-horse 
boiler 39 ft., so that the length and height of the flue 
are increased in the same proportion. 

93. Q, — Will you extend your illustrations to the 
case of a marine boiler ? 

A. — ^The Nile steamer, with engines of 110-horse 
power, by Boulton and Watt, is supplied with steam 
by two boilers, which are, therefore, of 55-hor8e power 
each. The height of the flue winding within the boiler 
is 60 in., and its mean width 16^ in., making a sectional 
area or calorimeter of 990 square inches, or 18 square 
inches per horse power of the boiler. The length of 
the flue is 39 ft., making the vent 25, which is the 
vent proper for large boilers. In the Dee and Solway 
steamers, by Scott and SincUur, the calorimeter is only 
9*72 square inches per horse power ; in the Eagle, by 
Caird, 11*9 ; in the Thames and Med way, by Maudslay, 
11*34, and in a great number of other cases it does not 
rise above twelve square inches per horse power; but 
the engines of most of these vessels are intended to ope- 
rate to a certain extent expansively, and the boilers are 
less powerful in evaporating efficacy on that account. 

94. Q. — ^Then the chief difference in the proportioiit 
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established by Boulton and Watt, and those followed 
by the other manufacturers you have mentioned is, 
that Boulton and Watt set a more powerful boiler to 
do the same work ? 

A. — ^That is the main difference. The proportion 
which one part of the boiler bears to another part is 
veiy similar in the cases cited, but the proportion of 
boiler relatively to the size of the engine varies very 
mateiially. Thus the calorimeter of each boiler of the 
Dee and Sol way is 1,296 square inches ; of the Eagle, 
1,548 square inches ; and of the Thames and Med way, 
1,134 square inches ; and the length of flue is 57, 60, 
and 52 ft. in the boilers respectively, which makes the 
respective vents 22^, 25, and 21 in. Taking then the 
boiler of the Eagle for comparison with the boiler of 
the Nile, as it has the same vent, it will be seen that 
the proportions of the two are almost identical, for 990 
is to 1,548 as 39 is to 60, nearly; but Messrs. Boulton 
and Watt would not have set a boiler like that of the 
Eagle to do so much work. 

95. Q. — Then the evaporating power of the boiler 
varies as the sectional area of the flue ? 

A, — The evaporating power varies as the square 
root of the area of the flue, if the length of the flue 
remain the same ; but it varies as the area simply, if 
the length of the flue be increased in the same pro- 
portion as its other dimensions. The evaporating 
power of a boiler is referable to the amount of its 
heating surface, and the amount of heating surface in 
any flue or tube is proportional to the product of the 
length of the tube and the square root of its sectional 
area, multiplied by a certain quantity that is constant 
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for each particular form. But in similar tubes the 
length is proportional to the square root of the sec- 
tional area; therefore, in similar tubes, the amoimt of 
heating surface is proportional to the sectional area. 
On this area also depends the quantity of hot air 
passing through the flue, supposing the intensity of 
the draft to remain unaflected, and the quantity of hot 
air or smoke passing through the flue should vary in 
the same ratio as the quantity of surface. 

96. Q. — ^A boiler, therefore, to exert four times the 
power should have four times the extent of heating 
surface, and four times the sectional area of flue for 
the transmission of the smoke ? 

A. — Yes ; and if the same form of flue is to be re- 
tained it should be of twice the diameter and twice the 
length ; or twice the height and width if rectangidar, 
and twice the length. As then the diameter or square 
root of the area increases in the same ratio as the 
length, the square root of the area divided by the 
length ought to be a constant quantity in each type 
of boiler, in order that the same proportions of flue 
may be retained ; and in wagon boilers without an 
internal flue, the height in inches of the flue encircling 
the boiler divided by the length of the flue in feet will 
be 1 very nearly. Instead of the square root of the 
area, the effective perimeter, or outline of that part of 
the cross section of the flue which is effective in gen- 
erating steam, may be taken ; and the effective peri- 
meter divided by the length ought to be a constant 
quantity in similar forms of flue, and with the same 
velocity of draft, whatever the size of the flue may be. 
It is clear, that with any given area of flue, to increase 

6 
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the perimeter by adopting a different shape, is to di- 
minish the length of the flue; and, if the extent c^ 
the perimeter be diminished, the length of the flue 
must at the same time be increased, else it will be 
impossible to obtain the necessary amount of heating 
surface. In Boulton and Watt's wagon boilers the 
sectional area of the flue in square inches per square 
foot of heating surface, is 5*4 in the two-horse boiler; 
in the three-horse it is 4-'74 ; in the four-horse, 4'35 ; 
six-horse, 3'75 ; eight-horse, 4*33 ; ten-horse, 3*96 ; 
twelve-horse, 3*63 ; eighteen horse, 3*17 ; thirty-horse, 
2*62, and in the forty-five horse boiler, 2*05 square 
inches. Taking the amount of heating surface in the 
forty-five horse boiler at 9 square feet per horse pow- 
er, we obtain 18 square inches of sectional area of flue 
per horse power, which is also Boulton and Watt's pro- 
portion of sectional area for marine boilers with inter- 
nal flues. 

97. Q. — ^If to increase the perimeter of a flue is 
virtually to diminish the length, then a tubular boiler 
where the perimeter is in effect greatly extended ought 
to have but a short length of tube ? 

A. — The flue of the Nile, if reduced to the cylin- 
drical form, would be 36 J in. in diameter to have the 
same area; but it would then require to be made 
47 J ft. long, to have the same amount of heating sur- 
face. Supposing that with these proportions the heat 
is sufiiciently extracted from the smoke, then every 
tube of a tubular boiler in which the same draft ex- 
isted ought to have very nearly the same proportions, 
so that a tube 3 in. in diameter ought to be about 4 ft. 
long, supposing the conducting power of the metallic 
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surface through which the heat is transmitted, to be 
in each case identical. But the metal of small tubes 
being thinner than that of flues must conduct better, 
and a tube 8 in. in diameter should therefore be less 
than 4 ft. long, provided the draft remains such as is 
due to an area of 18 square inches per horse power. 
If the thinness of the metal attainable by the tubular 
form be supposed to increase the efficacy of the heat- 
ing surface in the same proportion as the increase 
of surface due to the rectangular form, the length of 
a tube 3 in. diameter ought to be 3 ft. 3 in., and it 
would be of no service to extend its length beyond 
this point, supposing the flue boiler to be properly 
proportioned, as by the time the hot air had traversed 
a length of 3 ft. 3 in. of tube, the heat of the air 
would have been as thoroughly extracted as in ordi- 
nary boilers appears to be beneficial. The tubes of 
tubular boilers, however, are usually about 6 ft. 6 in. 
long ; but to make this excess of length influential in 
generating steam, the draft has to be made nearly 
twice greater than in flue boilers having a sectional 
area of 18 square inches per horse power ; or, in other 
words, the sectional area of tubular boilers must not 
much exceed 9 square inches per horse power when 
the tubes are of the length stated. The smaller the 
tubes are, the shorter they should be made, or the less 
the sectional area ought to be ; and with a sectional 
area of 10 square inches per horse power there will 
be no advantage in making the length of the tube 
more than from 26 to 32 times its diameter, which will 
make the tube from 6 ft. 6 in. to 8 ft. long when the 
diameter is three inches, and give from 7*4 to 8 square 
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feet of heating surface of tubes per horse power. If 
the sectional area per horse power be increased, the 
length of tube should be diminished in the same pro- 
portion ; for the velocity of the draft varies with the 
sectional area of tube per horse power, and on the ve- 
locity of draft the length of the tube ought to depend. 
In locomotive boilers where the velocity of draft is 
very great, long tubes are employed ; but it is prefer- 
able to have the tubes of moderate length and a draft 
of a moderate intensity, as in maintaining a fierce draft 
by any process, there is a considerable expenditure of 
power. If, however, with the view of making the 
draft very slow, a proportion of sectional area v^ 
proaching that of flue boilers be provided, the result 
will not be satisfactory, as the smoke will all pav 
through a few of the tubes, leaving the rest inopera- 
tive ; though this defect may be in a great measure 
corrected by partially closing up the ends of the tubes, 
or even by partially closing the damper. The lengtl 
of tube multiplied by the diameter, and divided bj 
the area, is a constant quantity both in flue and tubuhu 
boilers, or at least nearly so ; and when any of th( 
elements are given the rest can easily be computed bj 
the aid of this proportion, the precaution being o 
course taken to keep within the limits which have ap 
proved themselves most eligible in practice. 

98. Q. — You stated that the capacity of the fee( 
pump was a 240th of the capacity of the cylinder ii 
the case of condensing engines — the engine bein^ 
double acting and the pump single acting — and tha 
in high pressure engines the capacity of the pum] 
should be greater in proportion to the pressure of th< 
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steam. Can you give any rule that will express the 
proper capacity for the feed pump at all pressures ? 

A. — That, will not be difficult. In low pressure en- 
gines the pressure in the boiler may be taken at 5 lbs. 
above the atmospheric pressure, or 20 lbs. altogether; 
and as high pressure steam is merely low pressure steam 
compressed into a smaller compass, the size of the feed 
pump in relation to the size of the cylinder must ob- 
viously vary in thib direct proportion of the pressure ; 
and if it be a 240th of the capacity of the cyhnder when 
the total pressure of the steam is 20 lbs., it must be a 
120th of the capacity of the cylinder when the pressure 
k 40 lbs. per square inch, or 25 lbs. per square inch 
above the atmospheric pressure. This law of variation 
18 expressed by the following rule : — multiply the capa- 
city of the cylinder in cubic inches by the total pres- 
sure of the steam in lbs. per square inch, or the pressure 
per square inch on the safety valve plus 15, and divide 
the product by 4800 ; the quotient is the capacity of 
the feed pump in cubic inches, when the feed pump is 
single acting and the engine double acting. If the 
feed pump be double acting, or the engine single act- 
ing, the capacity of the pump must just be one-half of 
what is given by this rule. 

99. Q. — How do you ascertain the power of high 
pressure engines ? 

A, — ^The actual power is readily asotrtained by the 
indicator, by the same process by which the actual 
power of low pressure engines is ascertained. The 
friction of a locomotive engine when unloaded is found' 
by experiment to be about 1 lb. per square inch on the 
surface of the pistons, and the additional friction caused. 
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by any additional resistance is estimated at about *U 
of that resistance ; but it will be a sufficiently near ap- 
proximation to the power consumed by friction in high 
pressure engines, if we make a deduction of a pound 
and a half from the pressure on that account, as in the 
case of low pressure engines. High pressure engines, 
it is true, have no air pump to work ; but the deduction 
of a pound and a half ci pressure is relatively a much 
smaller one where the pressure is high than where it 
does not much exceed the pressure of the atmosphere. 
The rule, therefore, for the actual horse power of a high 
pressure engine will stand thus : — square the diameter 
of the cylinder in inches, multiply by the pressure of 
the steam in the cylinder per square inch less 1 ^ lbs., 
and by the speed of the piston in feet per minute, and 
divide by 42,017 ; the quotient is the actual horse 
power. 

100. Q. — ^But how do you ascertain the nommal 
horse power ? 

A. — The nominal horse power of a high pressure 
engine has never been defined ; but it should obviously 
hold the same relation to the actual power as that 
which obtains in the case of condensing engines, so 
that an engine of a given nominal power may be capa- 
ble of performing the same work, whether high pres- 
sure or condensing. This relation is maintained in the 
following rule, which expresses the nominal horse power 
of high pressure engines : — ^multiply the square of the 
diameter of the cylinder in inches by the pressure on 
the piston in pounds per square inch, and by the speed 
of the piston in feet per minute, and divide the product 
by 120,000 ; the quotient is the power of the engine 
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in nominal horses power. If the pressure npon the 
piston be 80 lbs. per square inch, the operation may be 
Abbreviated by multiplying the square of the diameter 
of the cylinder by the speed of the piston, and dividing 
by 1500, which will give the same result. 

101. Q, — ^This rule for nominal horse power, how- 
ever, is not representative of the dimensions of the cyl- 
inder. Cannot you give a rule for the nominal power 
of h^h pressure engines which shall discard altogether 
the element of velocity, and, as in the rule you have 
already given for the nominal power of low pressure 
engines, express merely the dimensions of the engine ? 

A, — Nothing is easier, if you maintain an unvary- 
ing pressure of steam ; but as different pressures are 
used in different engines, the pressure must become an 
element in the computation. The rule for the nominal 
power will therefore stand thus : — ^multiply the square 
of the diameter of the cylinder in inches by the pres- 
sure on the piston in pounds per square inch, and by 
the cube root of the stroke in feet, and divide the pro- 
duct by 940 ; the quotient is the power of the engine 
in nominal horses power, the engine working at the or- 
dinary speed of 128 times the cube root of the stroke. 

102. Q, — la 128 times the cube root of the stroke 
in feet per minute the ordinary speed of all engines ? 

A, — Locomotive engines travel at a quicker speed, 
— an innovation brought about, not by any process of 
scientific deduction, but by the accidents and exigencies 
of railway transit. All other engines, however, travel 
at about the speed of 128 times the cube root of the 
stroke in feet ; and condensing engines, as at present 
constructed, cannot travel much quicker, as the valves 
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of the air pump strike very hard and wear themselves 
quickly out if the engine is driven at a great velocity. 
To mitigate the shock in cases in which a higher speed 
has been desiiable, as in the case of marine engines 
employed to drive the screw propeller without inter- 
mediate gearing, canvas air pump valves, resting on a 
perforated metal plate, have sometimes been adopted 
— the phes of canvas being either stuck together with 
India rubber or riveted with copper rivets, and being 
multiplied so as to make the valve half an inch in 
thickness ; but valves of this kind, though they di- 
minish the noise and tremor, wear rapidly away, and 
require to be renewed very often. It is very desirable, 
however, that this impediment should be completely 
surmounted, not merely as a means of meeting the 
new exigencies created by the apphcation of the screw 
propeller to steam vessels, but because all engines will 
then be capable of working at a greatly increased 
speed, and with a proportionate increase of power. 
The most feasible way of enabling condensing engines 
to work at a high speed, appears to lie in the applica- 
tion of a slide valve to the ^r pump, instead of valves 
actuated by the pressure within the pump, and by per- 
forming the condensation in the air piunp, instead of 
in the condenser, whereby the air pump valves will 
operate with as little noise at any speed as the cylinder 
valves, and the condenser may be dispensed with alto- 
gether. Engines constructed upon this plan may be 
driven at four times the speed of common engines, 
whereby an engine of large power may be purchased 
for a very moderate price, and be capable of being 
put into a very small compass; while the motion. 
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from being more equable, will be better adapted for 
most purposes for which a rotary motion is required. 
Even for pumping mines and blowing iron fumaees, 
engines of this kind appear likely to come into use ; for 
they are moiB suitable than other engines for driving 
the centrifugal pump, which in many cases appears 
likely to supersede other kinds- of pumps for lifting 
water; and they are also conveniently applicable to 
the driving of fans, which, when so arranged that the 
air condensed by one fan is employed to feed another, 
and so on through a series of 4 or 5, have succeeded 
in forcing air into a furnace with a pressure of 2^ lbs. 
on the square inch, and with a far steadier flow than 
can be obtained by a blast engine with any conceivable 
kind of compensating apparatus. 

103. Q. — ^Then, if by this modification of the air 
pump you enable an engine to work at four times the 
speed, you also enable it to exert four times the power ? 

A. — Yes ; always supposing it to be fully supplied 
with steam. The nominal power of this new species 
of engine, if condensing and if working at four times 
the ordinary speed, may be ascertained by the follow- 
ing rule : — ^multiply the square of the diameter of the 
cylinder in inches by the eabe root of the stroke in 
feet, and divide the product by 1 2 ; the quotient is the 
power of the high speed condensing engine in nominal 
horses power. To ascertain the nominal power of a 
high pressure high speed engine, multiply the square 
of the diameter of the cylinder by the pressure on the 
piston per square inch less a pound and a half, and by 
the cube root of the stroke in feet, and divide the pro- 
duct by 235 ; the quotient is the power of the high 
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pressure high speed engine in nominal horses power. 

104. Q. — The high speed engine does not require 
so heavy a fly wheel as common engines ? 

A. — No : the fly wheel will be lighter, both by 
virtue of its greater velocity of rotation, and because 
the impulse communicated by the piston is less in 
amount and more frequently repeated, so as to ap- 
proach more nearly to the condition of a uniform pres- 
sure. To find the proper quantity of cast iron for the 
rim of a fly wheel : — multiply the mean diameter of 
the rim by the number of its revolutions per minute, 
and square the product for a divisor ; divide the num- 
ber of nominal horses power of the engine by the 
number of strokes the piston makes per minute, mul- 
tiply the quotient by the constant number 5,000,000, 
and divide the product by the divisor found as above ; 
the quotient is the requisite quantity of cast iron in 
cubic feet to form the fly wheel rim. 

105. Q. — What is the maximum speed with which 
a cast iron fly wheel may be driven without being burst 
asunder by its centrifugal force ? 

A. — The velocity of the rim should not exceed 60 
feet per second, and at that speed the bursting force 
will amount to 1,100 lbs. on the square inch of section, 
setting aside the support derived from the arms. In 
engines for rolling iron, the fly wheel is driven usually 
at a very great speed, and it requires to be put toge- 
ther very firmly to resist the bursting force. The best 
practice in such cases is to cast the rim in a single 
piece, and to introduce malleable iron arms. 

106. Q, — The steam is admitted to and from the 
cylinder by means of a slide or sluice valve ? 
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A, — Yes; and of the slide valve there are many 
varieties ; but the kinds most in use are tlic D valve, 
so called from its resemblance to a half cylinder or D 
in its cross section, and the three ported valve, which 
consists of a brass box set over the two ports or open- 
ings into the cylinder and a central port which conduota 
away the steam to the atmosphere or condenser ; but 
the length <if the box is so adjusted, that it can only 
cover one of the cylinder ports and the central or 
eduction port, at the same time. The eflfect, therefore, 
of moving the valve up and down, as is done by the 
eccentric, is to estabUsh a connection alternately be- 
tween each cylinder port and the passage whereby the 
steam escapes ; and while the steam is escaping from 
beneath the piston, the position of the valve is such, 
that a free communication exists between the space 
above the piston and the steam in the boiler. The 
piston is thus urged alternately up and down, the valve 
so changing its position before the piston arrives at 
the end of the stroke, that the pressure is by that time 
thrown on the reverse side of the piston, so as to urge 
it into motion in the opposite direction. The valve 
does not move down when the piston moves down, nor 
does it move down when the piston moves up ; but it 
moves from its mid position to the extremity of its 
throw, and back again to its mid position, while the 
piston makes an upward or downward movement, so 
that the motion is as it were at right angles to the 
motion of the piston ; or it is the same motion that the 
piston of another engine, the crank of which is set at 
light angles with that of the first engine, would acquire. 

107. Q. — ^What is meant by the lead of the valve ? 
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stroke of the yalre k a good deal more than twice the 
hreadth tf the port ; and it is by the stroke of the 
valve that the amount of lap is properly measurable. 

109. Q. — Can you tell what amount of lap will ac- 
complish aaj ^iven amount of expansion ? 

A, — ^Yes, when Uie stroke of the valve is known. 
From the leaigth of the stroke rf the piston, subtract 
that part of the stroke which is intended to be accom- 
plished before the steam is cut oflf; divide the re- 
mainder by the length of the stroke of the piston, and 
extract the square root of the quotient, which multiply 
by half the stroke of the valve, and from the product 
take half the lead ; the remainder will be the lap re- 
quired. To find how much before the end of the 
stroke the eduction passage will be closed : — to the 
lap on the steam side add the lead, and divide the 
sum by half the stroke of the valve ; find the arc whose 
sine is equal to the quotient, and add 90® to it ; divide 
the lap on the eduction side by half the stroke of the 
valve, and find the arc whose cosine is equal to the 
quotient ; subtract this arc from the one last obtained, 
and find the cosine of the remainder ; subtract this co- 
sine from two, and multiply the remainder by half the 
stroke of the piston ; the product is the distance of the 
piston from the end of the stroke when the eduction 
passage is closed. To find how far the piston is from 
the end of its stroke when the steam that is propelling 
it by expansion is allowed to escape to the atmosphere 
or condensef : — to the lap on the steam side add the 
lead, divide the sum by half the stroke of the valve, 
and find the arc whose sine is equal to the quotient; 
find the arc whose cosme is equal to the lap on the educ* 
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tion side divided by half the stroke of the valve : add 
these two arcs together and subtract 90° ; find the cosine 
of the residue, subtract it from one, and multiply the 
remainder by half the stroke of the piston ; the product 
is the distance of the piston from the end of its stroke 
when the steam that is propelling it is allowed to es- 
cape into the atmosphere or condenser. In using these 
rules, all the dimensions are to be taken in inches, and 
the answers will be found in inches also. 

110. Q. — To what extent can expansion be carried 
beneficially by means of lap upon the valve ? 

A. — ^To about one-third of the stroke ; that is, the 
valve may be made with so much lap, that the steam 
will be cut off when two-thirds of the stroke have been 
performed, leaving the residue to be accomplished by 
the agency of the expanding steam; but if more lap 
be put On. than answers to this amount of expansion, 
a very distorted action of the valve will be produced, 
which will impair the efficiency of the engine. If a 
further amount of expansion than this is wanted, it may 
be accomplished by wire-drawing the steam, or by so 
contracting the steam passage, that the pressure within 
the cylinder must decline when the speed of the piston 
is accelerated, as it is about the middle of the stroke. 
Thus, for example, if the valve be so made as to shut 
off the steam by the time two-thirds of the stroke have 
been performed, and the steam be at the same time 
throttled in the steam pipe, the full pressure of the 
steam within the cylinder cannot be maintained except 
near the beginning of the stroke where the piston travels 
slowly ; for, as the speed of the piston increases, the 
pressure necessarily subsides, until the piston ap- 
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proaches the other end of the cylinder, where the 
pressure would rise again hut that the operation of 
the lap on the valve hy this time has had the effect of 
closing the communication between the cylinder and 
steam, pipe, so as to prevent more steam from entering. 
By throttling the steam, therefore, in the manner here 
indicated, the amount of expansion due to the lap may 
be doubled, bo that an engine with lap enough upon 
the valve to cut off the steam at two-thirds of the 
stroke, may, by the aid of wire-drawing, be virtually 
rendered capable of cutting off the steam at one-third 
of the stroke. The usual manner of cutting off the 
steam, however, is by means of a separate valve, termed 
an expansion valve ; but such a device appears to be 
hardly necessary in ordinary engines. In the Cornish 
engines, where the steam is cut off in some cases at 
one-twelfth of the stroke, a separate valve for the ad- 
mission of steam, other than that which permits its 
escape, is of course indispensable ; but in common ro- 
tative engines, which may realize expansive efficacy by 
throttling, a separate expansive valve does not appear 
to be required. 

111. Q. — ^What size of orifice is allowed for. the es- 
cape of the steam through the safety valve ? 

A, — ^About 0*8 of a circular inch per horse power 
in condensing engines, or a circular inch per 1^ horse 
power. The following rule, however, will give the 
dimensions suitable for all kinds of engines, whether 
high or low pressure : — multiply the square of the 
diameter of the cylinder in inches by the speed of the 
piston in feet per minute, and divide the product by 
376 times the pressure on the boiler per square inch ; 



76 A CATECHISM OP 

the quotient is the proper area of the safety valve in 
square inches. This rule of course supposes that the 
evaporating surface has been properly proportioned to 
the engine power ? 

112. Q. — Will you state the proper dimensions of 
the air pump and condenser and of the steam passages ? 

A. — Mr. Watt made the air pimip of bJB engine half 
the diameter of the cylinder and half the stroke, or one- 
eighth of the capacity, and the condenser was usually 
made about the same size as the air pump ; but as the 
pressure of the steam has been increased in all modem 
engines, it is better to make the air pump a little larger 
than this proportion. 0*6 of the diameter of the cyl- 
inder and half the stroke answers very well, and the 
condenser may be made as large as it can be got with 
convenience, though the same size as the air pump will 
suffice. The common size of the cylinder passages is 
one-twenty-fifth of the area of the cylinder, or one-fifth 
of the diameter of the cylinder, which is the same thing. 
This proportion corresponds very nearly with one 
square inch per horse power when the length of the 
cylinder is about equal to its diameter ; and one square 
inch of area per horse power for the cylinder ports 
and eduction passages answers very well in the case of 
engines working at the ordinary speed of 220 feet per 
minute. The area of the steam pipe is usually made 
less than the area of the eduction pipe, especially when 
the engine is worked expansively, and with a con- 
siderable pressure of steam. In the case of ordinary 
condensing engines, however, working with the usual 
pressure of from 4 to 8 lbs. above the atmosphere, the 
area of the steam pipe is not less than a circular inch 
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per horse power ; in §uch engines the diameter of the 
steam pipe may be found by the following rule : — divide 
the number of nominal horse power by 0*8, and extract 
the square root of the quotient, which will be the 
internal diameter of the ste^m pipe. The area of the 
injection orifice should be about one-fifteenth of a 
square inch per nominal horse power ; but the area of 
the injection pipe should be a little larger : a tenth of 
a circular inch per horse power answers very well, or 
the diameter of the injection pipe may be found by 
dividing the nominal horse power by 10, and extract- 
ing the square root of the quotient, which will be the 
diameter in inches. The area through the foot and 
discharge valves is usually made equal to one-fourth 
of the area of the air pump, and the diameter of the 
waste water pipe is made one-fourth of the diameter 
of the cylinder, which gives an area somewhat less than 
that of the foot and discharge valve passages. 

113. Q. — Will you explain by what process of com- 
putation these proportions are arrived at ? 

A, — ^The size of the steam pipe is so regulated that 
there will be no material disparity of pressure between 
the cylinder and boiler, and in fixing the size of the 
eduction passage the same object is kept in view. 
When the diameter of the cylinder and the volocity 
with which the piston travels are known, it is easy to 
tell what the velocity of the steam in the steam pipe 
will be ; for if the area of the cylinder be 25 times 
greater than that of the steam pipe, the steam in the 
steam pipe must travel 25 times faster than the piston, 
and the difference of pressure requisite to produce this 
Telocity of the steam can easily be ascertained, by 
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finding what height a column of steam must be to give 
that velocity, and what the weight or pressure is of 
such a column. The proper area of the injection 
orifice per horse power can easily be told when the 
quantity of water requisite to condense the steam is 
known, and the pressure specified under which the 
water enters the condenser. The vacuum in the con- 
denser may be taken at 26 in. of mercury, which is 
equivalent to a column of water 29*4 ft. high, and the 
square root of 29*4 multiplied by 8'021 is 43*15, which 
is the velocity in feet per second that a heavy body 
would acquire in falling 29*4 ft., or with which the 
water would enter the condenser. Now, if a cubic foot 
of water evaporated per hour be equivalent to an actual 
horse power, and 28*9 cubic inches of water be requisite 
for the condensation of a cubic inch of water in the 
form of steam, 28*9 cubic feet of condensing water per 
actual horse power per hour for the engine, or 13*905 
cubic inches per second will be necessary, and the size 
of the injection orifice must be such that this quantity 
of water flowing with the velocity of 43*15 ft. per 
second, or 517*8 inches per second, will gain admission 
to the condenser. Dividing, therefore, 13*905, the 
niunber of cubic inches to be injected, by 517*8, the 
velocity of influx in inches per second, we get 0*02685 
for the area of the orifice in square inches ; but inas- 
much as it has been found by experiment that the 
actual discharge of water through a hole in a thin 
plate is only six-tenths of the theoretical discharge on 
account of the contracted vein, the area of the orifice 
must be increased in the proportion of such diminution 
of effect, or be made 0*04476, or ^d of a square inch 
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per horse power. This, it will be remarked, is the 
area required per actual horse power ; in most of the 
modem engines there is more than a cubic foot of 
water evaporated per hour per nominal horse power, 
and it is therefore found expedient to make the area 
of the injection orifice a third larger than the area due 
to the actual power, or ^th of a square inch per 
nominal horse power, as already prescribed. 

114. Q. — If the relation you have mentioned subsist 
between the area of the steam passages and the ve- 
locity of the piston, then the passages must be larger 
when the piston travels very rapidly ? 

A. — And they are so made. The area of the ports 
of locomotive engines is usually so proportioned as to 
be from ^th to -J-th the area of the cylinder — ^in some 
cases even as much as ^th ; and in all high speed 
engines the ports should be very large, and the valve 
should have a good deal of travel. The area of port 
which it appears advisable to give to modem engines 
of every description, is expressed by the following 
rule: — multiply the area of the cylinder in square 
inches by the speed of the piston in feet per minute, 
and divide the product by 4,000 ; the quotient is the 
area of each cylinder port in square inches. This rule 
gives rather more than a square inch of port per nom- 
inal horse power to condensing engines working at 
the ordinary speed ; but the excess is but small, and is 
upon the right side. In locomotive engines the educ- 
tion pipe passes into the chimney, and the force of the 
issuing steam has the effect of maintaining a rapid 
draught through the furnace. The orifice of the waste 
•team pipe, or the blast pipe as it is termed, is much 
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contracted in some . engines with a view of producing 
a fiercer draught ; but an area of ^d of the area of the 
cylinder is a common proportion. 

115. Q. — If the area of the blast pipe be much di- 
minished, the escaping steam must so far resist the mo- 
tion of the piston as to diminish considerably the power 
of the engine ? 

A. — At a speed of 10 miles an hour the resistance 
to the piston occasioned by the blast pipe may be taken 
on the average at about 2 lbs. per square inch, and the 
resistance increases directly as the speed of the engine. 
In some cases, however, the blast pipe is so much con- 
tracted, that as much as half the power of the engine 
is spent in forcing the steam through it. The object 
of this undue contraction is to increase tbe*^- intensity 
of the draught in the fm*nace, and as a consequence 
to increase the production of steam ; but engines in 
which such a waste of power exists from this single 
cause, are altogether unsuitable for the work they have 
to do, in consequence of their insufficient evaporating 
power. The question of draught is only a question of 
area of fire grate, and it is much preferable to enlarge 
the fire grate than to increase the intensity of the 
draught. The area of the chimney in locomotives is 
usually made ^th of the area of the fire grate, and its 
height must not exceed 14 ft. above the level of the 
rails, else it wiU come in contact with the bridges 
which cross the line. A given area of heating surface 
in locomotive boilers is more efiEeotive than the same 
area of heating surface in other boilers, on account of 
the greater heat to which it is subjected. If, at a 
speed of 20 miles an hour, a locomotive boils o£f a 
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cubic foot of water in the hour for every six square 
feet of heating surface, as appears to be an average 
performance, then 1 square foot of heating surface must 
boil off 10*4 lbs. of water per hour, at a speed of 20 
miles an hour, and the rate of evaporation will vary 
nearly as the fourth root of the speed. 

116. Q, — What is the amount of tractive force requi- 
site to draw carriages on railways ? 

A. — Upon well formed railways, with carriages of 
good construction, the average tractive force required 
for low speeds is about Vi Ite, per ton, or yj^th of the 
load ; though in some experimental cases, where par- 
ticular care was taken to obtain a favorable result, the 
tractive force has been reduced as low as>g-^th of the 
load. At low speeds the whole of the tractive force is 
expended in overcoming the friction, which is made 
up partly of the friction of attrition in the axles, and 
partly of the rolling friction, or the obstruction to the 
rolling of the wheels upon the rail. The rolling fric- 
tion is very small when the surfaces are smooth, and 
in the case of railway carriages does not exceed yoVo*^ 
of the load ; whereas the draught on common roads of 
good construction, which is chiefly made up of the 
rolling friction, is as much as ^th of the load. 

117. Q. — In reference to friction you have already 
stated, in your answer to Question 33, that the friction 
of iron sliding upon brass, which has been oiled and 
then wiped dry, so that no film of oil is interposed, is 
about y^jth of the pressure, but that in machines in ac- 
tual operation, where there is a film of oil between the 
rubbing surfaces, the friction is only abput one- third 
of this amount, or ^^ of the weight. How then can 



f 



THE STEAM ENGINE. 88 

whereby abrasion would be produced, and unguents 
are effectual in this respect in the proportion of their 
viscidity ; but if the viscidity of the unguent bo 
greater than what suffices to keep the surfaces asunder, 
an additional resistance will be occasioned; and the 
nature of the unguent selected should always have ref- 
erence, therefore, to the size of the rubbing surfaces, 
or to the pressure per square inch upon them. With 
oil the friction appears to be a minimum when the 
pressure on the surface of a bearing is about 90 lbs* 
per square inch : the friction from too small a surface 
increases twice as rapidly as the friction from too large 
a surface, added to which, the bearing, when the sur- 
face is too small, wears rapidly away. 

118. Q. — What is the amount of adhesion of the 
wheels upon the rails ? 

A. — ^The adhesion of the wheels upon the rails is 
about -j-th of the weight when the rails are clean, or 
either perfectly wet or perfectly dry; but when the 
rails are half wet or greasy, the adhesion is not more 
than ^ or ^^th of the weight or pressure upon the 
wheels. The weight of a locomotive of modern con- 
struction varies from 20 to 25 tons. 

119. Q. — And what is its cost and average perform- 
ance? 

il.-r-The cost of a common narrow gauge locomotive 
at the present time varies from 1900^. to 2200Z. ; it 
will run <m an average 130 miles per day, at a cost for 
repairs of 2id. per mile ; and the cost of locomotive 
power, including repmrs, wages, oil, and coke, does not 
much exceed 6d, pa* mile run, on economically managed 
nilways. This does not include a sinking fund for the 



84 A CATECHISM OF 

renewal of the engines when worn out, which may be 
taken as equivalent to 10 per cent, on their original 
cost. 

120. Q. — Does the expense of traction increase much 
with an increased speed ? 

A.-Yes ; it increases very rapidly, partly from the 
undulation of the earth when a heavy train passes over 
it at a high velocity, but chiefly from the resistance of 
the atmosphere, which constitutes the greatest of the 
impediments to motion at high speeds. At a speed of 
30 miles an hour, the atmospheric resistance amounts 
to about 12 Ibe. a ton, and in side winds the resistance 
even exceeds this amount, partly in consequence of the 
additional friction caused from the flanges of the wheels 
being forced against the rails, and partly because the 
wind catches to a certain extent the front of every 
carriage, whereby the frontage exposed to the wind is 
virtually increased. At a speed of 30 miles an hour, 
an engine evaporating 200 cubic feet of water in the 
hour, and therefore exerting about 200 horses power, 
will draw a load of 110 tons. Taking the friction of 
the train at 1^ lbs. per ton, or 825 lbs. operating at the 
circumference of the driving wheel, — ^which, with 6 ft 
6 m. wheels and 18 in. stroke, is equivalent to 4757 lbs. 
upon the piston,— -and taking the resistance of the blast 
pipe at 6 lbs. per square inch of the pistons, and the 
friction of the engine unloaded at 1 lb. per square mch, 
which, with pistons 12 in. in diameter, amoimt together 
to 1582 lbs., and reckoning the increased friction of 
the engine due to the load at -f-th of the load, as in 
some cases it has been found experimentally to be, 
though a much less proportion than this would proba- 
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bly be a neai^er average, we have 7018*4 lbs. for the 
total load upon the pistons. At 80 miles an hour the 
speed of the pistons will be at 467*8 feet per minute, 
and 7018*4 lbs. multiplied by 457*8 ft. per minute, are 
equal to 3213023*5 lbs. raised 1 foot high in the min- 
ute, which, divided by 33,000, gives 97*3 horses pow- 
er as the power which would draw 110 tons upon a 
railway at a speed of 30 miles an hour, if there were 
no atmospheric resistance. The atmospheric resistance, 
with a load of 110 tons, is at the rate of 12 lbs. a ton, 
equal to 1320 lbs., moving at a speed of 30 miles 
an hour, which, when reduced, becomes 105*8 horses 
power, and this, added to 97*3, makes 203*1, instead of 
200 horses power, as ascertained by a reference to the 
evaporative power of the boiler, which small excess of 
efficiency is probably produced by a certain amount of 
expansive action in the engine. The atmospheric resist- 
ance is foimd to increase as the square of the velocity, 
while the other resistances do not increase with the 
velocity at all per unit of space passed over, but in- 
crease as the velocity per imit of time during which 
they act. It is not difficult, therefore, to approximate 
to the power requisite for the propulsion of a train at 
any rate of speed, when the distribution of power at 
any one speed has been ascertained. At a speed of 
60 miles an hour, for example, the power required to 
overcome the friction of a train weighing 110 tons, 
will be 97*3 X 2 = 194*6 horses power; while the 
power requisite to overcome the atmospheric resistance 
will be 105*8 X 4 = 423*2 horses power, if the same 
distance be passed over at the speed of 30 miles an 
boar ; bat as twice the distance will be passed over in 

8 
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the hour when the speed is twice as great, the power 
requisite to overcome the atmospheric resistance will 
be twice this amount, or 846*4 horses power, making 
together a power of 1041 horses to draw a train weigh- 
ing 110 tons, at a speed of 60 miles an hour. A loco- 
motive, to perform this dutj, should have 6246 square 
feet of heating surface in the boiler, and the cylinders 
should be sufficiently capacious to permit 320,628 cubic 
feet of steam to pass^ through them in the hour, though 
it will be preferable to make the capacity considerably 
greater than this, and to work the steam expansively. 

121. Q, — How comes it, that the resistance of the 
air to the motion of a locomotive increases as the square 
of the velocity, instead of the velocity simply ? 

A, — Because the height necessary to generate the 
velocity with which the train strikes the air, or the air 
strikes the carriage, increases as the square of the ve- 
locity, and the resistance or the weight of a column of 
air, or of any other fluid, varies as the height. A fall- 
ing body, as has been already explained in the answer 
to Question 14, to have acquired twice the velocity, 
must have fallen through four times the height; the 
velocity generated by a column of any fluid is equal to 
that acquired by a body falling- through the height of 
the column ; and it is therefore clear, that the pressure 
due to any given velocity, must be as the square of that 
velocity, the pressure being in every case directly as the 
altitude of the column. The work done, however, by 
a stream of air or other fluid in a given time, will 
vary as the cube of the velocity ; for if the velocity of 
a stream of air be doubled, there will not only be four 
times the pressure exerted per square foot, but twice 
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the quantity of air will be employed ; and in windmills, 
accordingly, it is found, that the work done varies 
nearly as the cube of the velocity Bf the wind. If, how- 
ever, the work done by a given quantity of air moving 
at different speeds be considered, it will vary as the 
squares of the speeds. 

122. Q, — But iu a locuiiMive there is no work done 
by the wind, and as the resistance of the air upon the 
train varies as the square of the speed, should not the 
power requisite to ot%rcome that resistance vary as the 
square gf the speed ? 

A, — It should, if you consider the resistance over a 
given distance, and not the resistance during a given 
time. It will take four times the power, so far as 
atmospheric resistance is concerned, to accomplish a 
mile at the rate of 60 miles an hour that it will take 
to aosomplish a mile at 30 miles an hour ; but in the 
former case there will be twice the number of miles 
accomplished in the same time, so that when the ve- 
locity of a train is doubled, we require an engine that 
is capable of overcoming four times the resistance at 
twice the speed ; or, in other words, that is capable of 
exerting eight times the power, so £ar as regards the 
element of atmospheric resistance. 

128. Q, — ^When a train moves at the rate of 60 
miles an hour, what will be the centrifugal force of the 
wheels ? 

A. — 60 miles an hour is 88 ft. per second, and if the 
centrifugal force of a wheel travelling &t this speed be 
computed by the rule given ui Answer 24, it will be 
found to amoimt to 80*4 times the weight of the wheel, 
or 4124*5 lbs. per square inch of sectional area of the 
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Spitfire, Fury, Albion, Queen, Dart, Hawk, Margaret, 
and Hero — all vessels having flat floors and round 
bilges, where the co-efficient became 1160. The third 
set of experiments was made upon the vessels Light- 
ning, Meteor, James Watt, Cinderella, Navy Meteor, 
Crocodile, Watersprite, Thetis, Dolphin, Wi«ard, Es- 
cape, and Dragon — ^all vessels with rising floors and 
round bilges, and the co-efficient of performance was 
found to be 1430. The fourth set of experiments 
was made in 1834, upon the vessels Magnet, Dart, 
Eclipse, Flamer, Firefly, Ferret, and Monarch, when 
the co-efficient of performance was found to be 1580. 
The velocity of any of these vessels, with any power 
of sectional area, may be ascertained by midtiplying 
the co-efficient of its class by the nominal horse power, 
dividing by the sectional area in square feet, and ex- 
tracting the cube root of the quotient, which will be 
the velocity in miles per hour; or the number of 
nominal horses power requisite for the accomplishment 
of any required speed may be ascertained by multiply- 
ing the cube of the required velocity in miles per 
hour, by the sectional area in square feet, and dividing 
by the co-efficient: the quotient is the nimiber of 
nominal horse power requisite to realize the speed. In 
the whole of these experiments the pressure of steam 
in the boiler varied between 2 J lbs. and 4 lbs. per square 
inch, and the effective pressure on the piston varied 
between 11 lbs. and 13 lbs. per square inch, so that the 
average ratio of the nominal to the actual power may 
be easily computed ; but it will be preferable to state 
the nominal power of some of the vessels, and their 
actual power as ascertained by experiment. Of the 
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Eclipse, the nominal power was 1Q, and the actual 
power 144*4, horses ; of the Arrow, the nominal power 
was 60, and the actual IIQ'5 ; Spitfire, nominal 40, 
actual 64 ; Fury, nominal 40, actual 65*6 ; Albion, 
nominal 80, actual 135*4 ; Dart, nominal 100, actual 
152*4 ; Hawk, nominal 40, actual 73 ; Hero, nominal 
100, actual 171*4 ; Meteor, nominal 100, actual 160; 
James Watt, nominal 120, actual 204; Watersprite, 
nominal 76, actual 157*6 ; Dolphin, nominal 140, ac- 
tual 238 ; Dragon, nominal 80, actual 131 ; Magnet, 
nominal 140, actual 238 ; Dart, nominal 120, actual 
237 ; Flamer, nominal 120, actual 234 ; Firefly, nomi- 
nal 62, actual 86*6 ; Ferret, nominal 52, actual 88 ; 
Monarch, nominal 200, actual 378. In the case of 
swift vessels of modem construction, such as the Red 
Rover, Heme, Queen, and Prince of Wales, the co- 
efficient appears to be about 2550 ; but in these 
vessels there is a still greater excess of the actual over 
the nominal power than in the case of the vessels pre- 
viously enumerated, and the increase in the co-efficient 
is consequent upon the increased pressure of the steam 
in the boiler, as well as the superior form of the ship. 
The nominal power of the Red Rover, Heme, and 
City of Canterbury is, in each case, 60 horses ; but 
the actual power of the Red Rover is 147, of the 
Heme 177, and of the City of Canterbury 163, and in 
some vessels the excess is still greater ; so that with 
such variations it becomes necessary to adopt a co« 
efficient derived from the introduction of the actual 
instead of the nominal power. In the first class of 
vessels experimented upon, the actual power was 
about 1*6 times greater than the nominal power ; in* 
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the second class, 1*67 times greater; in the third class, 
VI times greater ; and in the fourth, 1*96 times 
greater ; while in such vessels as the Red Rover and 
City of Canterbury, it is 2*65 times greater; so that 
if we adopt the actual instead of the nominal power in 
fixing the co-efficients, we shall have 654 as the first 
co-efficient, 694 as the second, 832 for the third, and 
806 for the fourth, instead of 925, 1160, 1430, and 
1580, as previously specified ; while for such vessels 
as the Red Rover, Heme, Queen, and Prince of Wales, 
we shall have 962 instead of 2550. These smaller co- 
efficients then express the relative merits of the dif- 
ferent vessels without reference to any difiference of 
efficacy in the engines, and it appears preferable, with 
such a variable excess of the actual over the nominal 
power, to employ them instead of those first referred 
to. From the circumstance of the third of the new 
CO -efficients being greater than the fourth, it appears 
that the superior result in the fourth set of experiments 
arose altogether from a greater excess of the actual 
over the nominal power. 

126. Q. — In what way is it that the shape of a ves- 
sel influences her speed, since vessels of the same sec- 
tional area must manifestly put in motion a column 
of water of the same magnitude, and with the same 
velocity ? 

A. — A vessel will not strike the water with the 
same velocity when the bow lines are sharp as when 
they are otherwise, for a very sharp bow has the effect 
of enabhng the vessel to move through a great distance 
while the particles of water are moved aside but a 
amall distance ; or, in other words, it causes the velocity 
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with which the water is moved to be very small rel- 
atively with the velocity of the vessel; and as the 
resistance mcreases as the square of the velocity with 
which the water is moved, it is conceivable enough in 
what way a sharp bow may diminish the resistance. 
In vessels in which a high rate of speed is intended to 
be realized, it will generally be advantageous to put 
the midship frame abaft the centre of the vessel ; or, in 
other words, to make the bow end sharper than the 
stem end, although the stern end must be sharp also, 
else the water will be unable to fill the vacuity behind 
the vessel with sufficient rapidity to obviate the resist- 
ance due to a difference of level, and the vessel also 
will steer badly. It appears expedient, in most cases, 
to make the shape of the bow lines such, that in equal 
times the particles of water shall occasion equal incre- 
ments of resistance ; and it is also most important to 
keep vessels intended to be swift as light as possible, 
as the difference even of a few tons in the weight may 
mateiially affect the speed. 

127. Q. — ^Will a vessel experience more resistance 
in moving in salt water than in moving in fresh ? 

A, — If the immersion be the same in both cases a 
vessel will experience more resistance in moving in 
salt water than in moving in fresh, o n account of the 
greater density of salt water ; but as the flotation is 
proportionably greater in the salt water, the resistance 
will be the same with the same weight carried. The 
resistance opposed to any body moving in a fluid is 
directly porportional to the quantity of matter moved, 
and the height necessary to generate the velocity of 
motion ; but the quantity of matter moved in any given 
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distance is directly as the density or specific gravity of 
the fluid ; so that the density multiplied by the height 
requisite to generate the velocity, or, what is the same 
thing, by the velocity squared, will express the resist- 
ance universally. It has already been stated, in the 
answer to Question 13, that the square root of the height 
from which a body falls in feet multiplied by 8*021, will 
give its velocity of motion in feet per second ; therefore 
the height multiplied by the square of 8*021, or 64J-, 
will give the square of the velocity in feet per second, 
and the square of the velocity divided by 64|- will give 
the height. 

128. Q. — Then the resistance experienced by a 
vessel in passing through the water, will be less than 
that of a flat board of the same area as the cross section 
of the vessel ? 

A, — Yes, very much less, as is illustrated by the 
circumstance that steam vessels are propelled by a very 
small area of paddle float in proportion to their sec- 
tional area. When a flat board is moved through a 
fluid with its flat side foremost, the resistance it suffers 
is equal to the weight of a column of the fluid with 
a base of the same area as the board, and with the 
altitude due to the velocity of motion with which the 
board moves ; and the resistance will be the same 
whether the board moves through a quiescent fluid or 
a moving fluid strikes against a stationary board. As 
the altitude in feet due to the velocity of motion in feet 
per second, is equal to the square of the velocity divided 
by 64^, and as a cubic foot of fresh water weighs 
62^ lbs., the pressure per square foot in lbs. upon a 
board moved through river water will be 62^ times 
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the square of the velocity in feet per second divided 
by 64 J ; or it will be the square of the velocity multi- 
plied by '97 16. To express the pressure or resistance 
in actual horses power, we must multiply this quantity 
by 60 ffmes the velocity in feet per second, which will 
give the velocity in feet per minute, and divide by 
3ft,000 for horses power, which makes the resistance 
per square foot in horses power equal to the cube of 
the velocity in feet per second multiplied by '001 YOBS'/. 
If the water strikes the board obUquely, the resistance 
will follow a different law. When a body impinges 
obliquely upon a plane, the force of impact with any 
given velocity varies as the sine of the angle of inci- 
dence ; and therefore the force with which the particles 
of water strike against a board will vary as the sine 
of the angle at which they strike it — ^becoming of 
course less and less as the board is turned more upon 
its edge. But the number of particles striking the 
board will also vary as the sine of the angle of inci- 
dence, or, in other words, as the perpendicidar height 
of the inclined board; so that the resistance, as it 
varies both with the force with which the particles 
strike the board, and the number of particles which 
strike it, must vary as the square of the sine of the 
angle of incidence. The horizontal resistance, there- 
fore, per square foot in horses power of a board which 
IB struck by the water obliquely, such as the float of 
a water wheel, or which strikes the water obliquely, 
such as the float of a paddle wheel, will be found by 
the following rule : — ^multiply the cube or thu-d power 
of the velocity in feet per second by the area of the 
plane in feet, by the square of the sine of the angle of 
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to 69*1152 ; then 934*66 divided by 69*1152, is equal 
to 13*52 feet, which is the diameter of the rolling circle. 
The diameter of the wheel is 19 ft. 4 m., so that the 
diameter of the rolling circle is about |d8 of the diam- 
eter of the wheel, and this is a frequent proportion. 
The depth of the paddle board is 2 feet, and the differ- 
ence between the diameters of the wheel and rolling 
circle will be 5*8133, which will make the difference 
of their radii 2*9067 ; and, adding to this the depth of 
the paddle board, we have 4*906*7, the fourth power of 
which is 579*74, which, divided by four times the deptii 
of the paddle board, gives us 72*455, the cube root of 
which is 4*1689, which, diminished by the difference 
of the radii of the wheel and rolling circle, leaves 
1*2622 feet for the distance of the centre of pressure 
from the upper edge of the paddle board in the case 
of light immersions. The radius of the wheel being 
9*6667, the distance from the centre of the wheel to 
the upper edge of the float is 7*6667, and adding to 
this 1*2622, we get 8*9299 feet as the radius, or 17*8598 
feet as the diameter of the circle in which the centre 
of pressure revolves. With 22 strokes per minute, the 
velocity of the centre of pressure will be 20*573 feet 
per second, and with 10*62 miles per hour for the speed 
of the vessel, the velocity of the rolling circle will be 
15*576 feet per second. The effective velocity will be 
the difference between these quantities, or 4*997 feet 
per second ; and taking the length of the floats at 10 
feet, which makes the area of each float 20 square feet, 
the resistance in lbs. encountered by the vertical float 
will be 20 multiplied by 4*997^, multiplied by 0*9715, 
equal to 485*17 lbs., which being doubled for the ver- 
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lical float of H^ other wheel, gives us 970*84 Ihs. as 
the pressure ^ the vertical floats in their motion 
through the water. The velocity with which the floats 
move is that of the oenfere of pressure, so that to find 
the resistance in horses power, we must multiply the 
velocity of the centre of pressure in feet per second by 
60, to bring it to feet per minute, then by 9'70"34 lbs., 
and divide by 33,000, which will give about 36 horses 
power as the power expended on the vertical pad- 
dles. K the nominal power of the engines be 200 
horses, the actual horses power will be greater in 
engines of this class in the proportion of 33,000 to 
50,000 ; so that the actual power exerted by the engines 
will be about 315 horses, and 0*114 of the power of 
the engines will be the proportion of power expended 
iip<m the vertical paddles. 

182. Q, — ^That is in the case of a common radial 
wheel : what will be the proportion in the feathering 
wheel? 

A. — ^It will be the same in the feathering wheel, 
if the float be of the same area, and all other circum- 
stances the same ; but in the radial wheel the vertical 
float sustains the least resistance in propulsion, and in 
the feathering wheel the most resistance ; and as the 
power of the engine is a fixed quantity, which has to 
be expended among all the floats, and as in the radial 
wheel it is chiefly distributed among the oblique floats 
which encounter a resistance that has to be thrown in 
a great measure upon the vertical float in the case of 
the feathering wheel, a larger area of float-board is 
necessary in the feathering wheel than in the radial 
ood. To understand how the entering and emergmg 

9* 
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paddles .of the imdial wheel sustain more resistance in 
propulsion than the vertical one, it . iB necessary to 
remember that the only resistance upon the vertical 
paddle is that due to the difference of velocity of the 
wheel and the ship ; but if the wheel be supposed to 
be immersed to its axle, so that the entering float 
strikes the water horizontally, it is clear that the 
resistance on such float is that due to the whole 
velocity of rotation ; and that the resistance to the 
entering float will be the same whether the vessel is 
in motion or not. The resistance opposed to the 
rotation of any float increases from the position of the 
vertical float — where the resistance is that due to the 
difference of velocity of the wheel and vessel — until it 
reaches the plane of the axis, supposing the wheel to 
be immersed so far, where the resistance is that due to 
the whole velocity of rotation ; and although in any 
oblique float the total resistance cannot be considered 
operative in a horizontal direction, yet the total resist- 
ance increases so rapidly on each side of the vertical 
float, that the portion of it which is operative in the 
horizontal direction, is in all ordinary cases of im- 
mersion very great when compared with the whole 
resistance upon the vertical float. In the feathering 
wheel, where there is none of this oblique action, the 
resistance will be simply in the proportion of the 
square of the horizontal velocities of the several floats, 
which may be represented by the horizontal distances 
between them ; and in the feathering wheel, the vertical 
float having the greatest horizontal velocity will have 
the greatest propelling effiect. 

133. Q, — Can you give a rule for ascertaining the 
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resistance encountered by a paddle board at any part 
of its motion t« 

A. — In the common radial wheel the resistance or 
pressure upon any float may be ascertained as follows : 
— ^from the velocity of the centre of pressure in feet 
per second, subtract the 'velocity of the rolling circle 
multiplied by the cosine of the angle of inclination the 
paddle board makes with a vertical line; square the 
remainder, and multiply it by '9 7 15 times the area of 
the float in feet, which will give the tangential resist- 
ance of the float in lbs. avoirdupois. The horizontal 
resistance may be obtained by multiplying this quantity 
again by the cosine of the angle of inclination the float 
makes with a vertical line. In the feathering wheel 
the resistance may be ascertained by multiplying the 
velocity of the centre of pressure by the cosine of the 
angle of inclination, subtracting from this the velocity 
of the rolling circle, squaring the remainder, and mul- 
tiplying it by '9715 times the area of float in feet, 
which will give the resistance of the float in pounds. 
By thus calculating the resistance of the different floats 
immersed, taking the mean of these resistances and 
multiplying by the number of floats in the water, we 
readily ascertain the resistance of the wheel ; and by 
finding what area of vertical paddle board moving at 
the velocity of the vessel would occasion the same 
resistance as all the floats immersed, and comparing 
this area with the sectional area of the vessel, we may 
find the power necessary to propel a board through 
the water of equal area with the cross section of the 
vessel, which will show the diminution of resistance 
consequent upon the sharpening away of the bow and 
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stern. These relations, with many others connected 
with the paddle wheels, have been investigated at con- 
siderable length by Mr. Barlow in a paper published 
in the Philosophical Transactions, and reprmted in the 
Appendix to Tredgold's Treatise on the Steam Engine ; 
but some of Mr. Barlow's deductions are erroneous, 
and he has vitiated nearly all his conclusions by con- 
founding the actual with the nominal horse power. 

1S4. Q. — Can you give any practical rules for pro- 
portioning paddle wheels ? 

A. — ^A common rule for the pitch of the floats is to 
allow one float for eveiy foot of diameter of the wheel ; 
but in the case of fast vessels a pitch of 2i feet, or even 
less, appears preferable, as a close pitch occasions less 
vibration. If the floats be put too close, however, the 
water will not escape freely frcwn between them ; and if 
set too far apart, the stroke oi the entering paddle will 
occasion an inconvenient amount of vibratory motion, 
and there will also be some loss of power. To find the 
proper area of a single float : — divide the number of 
actual horses power of both engines by the diameter of 
the wheel in feet ; the quotient is the area of one paddle 
board in square feet proper for sea-going vessels, and 
the area multiplied by 0^6 will give the length of the 
float in feet. In very sharp vessels, which offer less 
resistance in passing through the water, the area of 
paddle board is usually one-fourth less than the above 
proportion, and the proper length of the float may in 
such case be found by multiplying the area by 0*7. 
In sea-going vessels about four floats are usually im- 
mersed, and in river steamers only one or two floats. 
There is more slip in the latter case^ but there is also 
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more engine power exerted in the propulsion of the 
ship, from the greater speed of engine thus rendered 
possible. If to permit a greater speed of the engine the 
floats be diminished in area instead of being raised out 
of the water, no appreciable accession to the speed of 
the vessel will be obtsdned ; whereas there will be an 
increased speed of vessel if the accelerated speed of the 
engine be caused by diminishing the diameter of the 
wheels. In vessels intended to be very fast, therefore, 
it is expedient to make the wheels small, so as to 
enable the engine to work with a high velocity ; and 
it is expedient to make such wheels of the feather- 
ing kind to obviate loss of power from oblique action. 
In no wheel must the rolling circle fall below the water 
Hne. eke the entering and emerging floats will carry 
masses of water before them. The slip is usually equal 
to about one-fourth of the velocity of the centre of pres- 
sure in well-proportioned wheels ; but it is desirable 
to have the slip as small as is possible consistently with 
the observance of other necessary conditions. The 
speed of the engine and also the speed of the vessel 
being fixed, the diameter of the rolling circle becomes 
at once ascertainable, and adding to this the slip, we 
have the diameter of the wheel. 

135. Q. — Is the screw propeller as eflPectual an instru- 
ment of propulsion as the radial or feathering paddle ? 

A. — In all cases of deep immersion it appears to be 
quite as effectual as the radial paddle ; but it is scarcely 
as effectual as the feathering paddle, with any amount 
of immersion, and scarcely as effectual as the common 
paddle in the case of light immersions. 

136. Q. — ^In what way are the dimensions of the 
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screw propeller proportioned to the power of the en- 
^nes and area of midship-section of vessel ? 

A. — It has been found experimentally, that when 
the screw is so proportioned as to make the slip about 
^th of the speed of the screw, a maximum effect is 
produced, the speed of the vessel being then -^ths of 
what it would be if the screw were working in a solid. 
Find, by some of the rules previously given, what speed 
is due to the form and power as if the vessel were to 
be propelled by paddles, which speed call -^ths, and 
adding ^th for slip, we shall have the number of feet 
per minute to be travelled by the screw, and this number 
divided by the number of revolutions per minute, will 
give the pitch of the screw in feet. The length of screw 
that is found most beneficial is about ^th of a convolu- 
tion, and the diameter should be as large as it can be 
got. A screw with two arms, or a portion of a double- 
threaded screw, has been found as effectual a propeller 
as any other; but a screw with three blades, or a 
portion of a three-threaded screw, has been found to 
act with a more equable and regular motion. The 
stem post carries behind it a certain quantity of dead 
water which moves with the vessel, and when the 
screw gets into this water, which happens in the case 
of a double-threaded screw when the two arms of the 
screw are vertical, the resistance becomes nearly equal 
to that which would be due to the whole velocity of the 
screw, instead of the difference of velocity of screw 
and vessel ; and the forward thrust at that point is so 
much increased thereby, that an uneasy motion is 
given to the hinder part of the ship, while a waste of 
power is at the same time occasioned. Where three 
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blades are employed, this vibratory motion is by no 
means so conspicuous, as the impulse is equally divided 
among the three blades; and a three-bladed screw 
therefore appears, on the whole, to be preferable. It is 
very important to make the run of the ship very fine, 
so that the vessel may carry as small a quantity as 
possible of dead water behind her. As regards the 
form of screw, it is found that the common screw with 
a uniform pitch is as effectual as any : screws of an 
increasing pitch have been tried at various times, but 
without the realization of any appreciable advantage. 
The water thrown backwards by the screw assumes a 
conical form, and the obliquity and consequent loss of 
power will be greater when the pitch of the screw is 
coai*se and the diameter small ; so that it is expedient 
to have as large a diameter as possible, a quick speed, 
and a fine pitch. 
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PART II. 

STRENGTHS, CONSTRUCTIVE DETAILS, AND MANAGEMENT. 

137. Q. — In what way are the strengths of the dif- 
ferent parts of a steam engine determined ? 

A. — By a reference to the cohesion of iron, or its 
power to resist a tensile, twisting, breaking, or crush- 
ing force — ^which has been fixed by numerous experi- 
ments, and by the computation of the amount of strain 
to which the several parts are subjected, to the end 
that the quantity of material may be made proper- 
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tionate to the strain. The breaking strain of a bar of 
malleable iron, of medium quality, one inch square, 
when pulled in the direction of its length, is from 
60,000 to 60,000 lbs., and of a bar of cast-iron from 
17,000 to 20,000 lbs. ; but a much smaller strain than 
this will damage the structure of the iron, and finally 
break it, if the strain be permitted to act without in- 
terruption. The tensile strain to which a bar of mal- 
leable iron an inch square may be subjected, without 
permanently deranging its structure, is 17,800 lbs.; 
and in the case of cast-iron 15,300 lbs. : but it would 
not be safe to apply such a strain in practice, as there 
are so many different qualities of iron, and so many 
irregularities of structure even in iron of the same 
quality, from unequal conversion, imperfect welds, and 
other circumstances, that it would be unwarrantable 
to reckon the maximum strength as at all times sub- 
sisting. The greatest strain to which malleable iron 
should be subjected in machinery is 4000 lbs. on the 
square inch of section, though in locomotive boilers 
this strain is sometimes exceeded. In the case of 
beams subjected to a breaking force, the strength with 
any given cohesion of the material will be proportional 
to the breadth, multiplied by the square of the depth ; 
and in the case of revolving shafts exposed to a twisting 
strain, the strength with any given cohesive power of 
the material will be as the cube of the diameter. If 
the force acting at the end of an engine beam be taken 
at 18 lbs. per circular inch of the piston, then the force 
acting at the middle will be 36 lbs. per circular inch of 
the piston, and the proper strength of the beam at the 
centre will be found by the following rule :— divide 
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the weight in lbs. acting at the centre by 250, and 
multiply the quotient by the distance between the 
extreme centres. To find the depth, the breadth 
being given : divide this product by the breadth in 
inches, and extract the square root of the quotient, 
which is the depth. The depth of ah engine beam at 
the ends is usually made one-third of the depth at the 
centre, which is equal to the diameter of the cylinder 
in the case of low pressure engines, while the length 
is made equal to three times the length of the stroke, 
and the mean thickness y^th of the length — the 
width of the edge bead being about three times the 
thickness of the web. In low pressure engines the 
diameter of the end studs of the engine beam are 
usually made Jth of the diameter of the cylinder when 
of cast-iron, and -j^th when of wrought-iron, which 
gives a load with low steam of about 600 lbs. per cir- 
cular inch of transverse section ; but a larger size is 
preferable, as with large bearings the brasses do not 
wear so rapidly and the straps are- not so likely to be 
burst by the bearings becoming oval. To find the 
proper size of a cast-iron gudgeon adapted to sustain 
any given weight : multiply the weight in lbs. by the 
intended length of bearing expressed in terms of the 
diameter ; divide the product by 500, and extract the 
square root of the quotient, which is the diameter in 
inches. Experiments upon the force requisite to twist 
off cast-iron necks show that if the cube of the di- 
ameter of neck in inches be multiplied by 880, the pro- 
duct will be the force of torsion which will twist them 
off when acting at 6 inches radius. To find the di- 
ameter of a cast-iron fly wheel shaft : multiply thie 

10 
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square of the diameter of the cylinder in inches by Khe 
length of the crank in inches, and extract the cube root 
of the product, which multiply by 0-3026, and the 
result will be the diameter of the shaft in inches at 
the smallest part when of cast-iron. To find the 
diameter of the paddle shaft of a steam vessel when of 
wrought-iron : multiply the square of the diameter of 
cylinder in inches by the length of the crank in inches, 
and extract the cube root of the product, which mul- 
tiply by 0*242 ; the result is the diameter of the shaft 
in inches at the smallest part when of malleable iron. 
The diameter of the crank pin is usually made -J^th of 
the diameter of the cylinder when of cast-iron, and 
•J^th of the diameter of the cylinder when of malleable 
iron. The diameter of the piston rod is usually made 
^th of the diameter of the cylinder, or the sectional 
area of the piston rod is y^th of the area of the cyl- 
inder. The sectional area of the main links in land 
beam engines is yxjth of the area of the cylinder, and 
the length of the main hnks is usually half the length 
of the stroke. In land engines the connecting rod is 
usually of cast-iron, with a cruciform section: the 
breadth across the arms of the cross is about -^th of 
the length of the rod, the sectional area at the centre 
■jig-th of the area of the cylinder, and at the ends ^ih 
of the area of the cylinder : the length of the rod is 
usually 3i times the length of the stroke. To find 
the proper dimensions for the teeth of a cast-iron 
wheel : multiply the diameter of the pitch circle in 
feet by the number of revolutions to be made per 
minute, and reserve the product for a divisor ; mul- 
tiply the number of actucU horses power to be trans- 
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mitted by 240, and divide the product by the above 
divisor, which will give the strength. If the pitch be 
given to find the breadth, divide the above strength 
by the square of the pitch in inches ; or if the breadth 
be given, then to find the pitch, divide the strength by 
the breadth in inches, and extract the square root of 
the quotient, which is the proper pit^h in .inches. The 
length of the teeth k usually about |-ths of the pitch. 
Pinions to work satisfactorily should not have less than 
30 or 40 teeth, and where the speed exceeds 220 feet 
in the minute, the teeth of the larger wheel should be 
of wood, made a little thicker to keep the strength un- 
impaired. These rules are for the most part applicable 
only in the case of condensing engines working with 
steam of a few pounds pressure above the atmosphere ; 
whereas in many modem engines, and especially in 
marine engines since the introduction of tubular boilers, 
the pressure of the steam has been so much increased 
as to make the force urging the piston twice greater 
than formerly. 

138. Q. — Cannot you give some rules of strength 
which will be applicable whatever pressure may be 
employed ? 

^, — In the rules already given, the pressure may 
be reckoned at from 18 to 20 lbs. upon every square 
inch of the piston ; and if the pressure upon every 
square inch of the piston be made twice greater, thfe 
dimensions must just be those proper for an engine of 
twice the area of piston. It will not be difficult, how- 
ever, to introduce the pressure into the rules as an 
element of the computation, whereby the result will 
be applicable both to high and low pressure engines. 
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The method of computation will then be as follows : to 
find the dimensions of a malleable iron paddle shaft, so 
that the strain shall not exceed |^ths of the elastic 
force, or |^ths of the force u^on is capable of withstand- 
ing without permanent derangement of structure, 
which in tensile strains is 17,800 lbs. per square inch: 
multiply 0*08264 times the pressure in lbs. per square 
inch on the piston by the square of the diameter of 
the cylinder in inches, and the length of the crank in 
inches, and extract the cube root of the product, 
which will be the diameter of the paddle shaft journal 
in inches when of malleable iron, whatever the pressure 
of the steam may be. The length of the paddle shaft 
journal should be 1^ times the diameter ; and the 
diameter of the part where the crank is put on is often 
made equal to the diameter over the collars of the 
journal or bearing. To find the exterior diameter of 
the large eye of the crank when of malleable iron : — 
to 1*561 times the pressure of the steam upon the 
piston in lbs. per square inch, multiplied by the square 
of the length of the crank in inches, add 0*00404 times 
the square of the diameter of the cylinder in inches, 
multiplied by the square of the number of lbs. pressure 
per square inch on the piston ; extract the square root 
of this quantity ; divide the result by 75*59 times the 
square root of the length of the crank in inches, and 
multiply the quotient by the diameter of the cylinder 
in inches ; square the product, and extract the cube 
root of the square, to which add the diameter of the 
hole for the reception of the shaft, and the result 
will be the exterior diameter of the large eye of the 
crank when of malleable iron. The diameter of the 
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small eye of the crank may be found by adding to the 

diameter of the crank pin 0*02521 times the square 

root of the pressure on the piston in lbs, per square 

inch, multiplied by the diameter of the cy Under in 

inches ; the diameter of the crank pin macy be found 

by multiplying 0*02836 times the square root of the 

pressure on the piston in lbs. per square inch by the 

diameter of the cylinder in inches. The length of the 

pin is usually about |-th times its diameter, and the 

strain if ail thrown upon the end of the pin will be 

equal to the elastic force ; but in ordinary working, 

the strain will only be equal to ^d of the elastic force. 

The thickness of the web of the crank, supposing it te 

be continued to the centre of the shaft, would at that 

point be represented by the following rule : — to 1*561 

times the square of the length of the crank in inches, 

add 0*00494 times the square of the diameter of the 

cylinder in inches, multiplied by the pressure on the 

piston in lbs. per square inch ; extract the square 

root of the sum, which multiply by the diameter of 

the cylinder squared in inches, and by the pressure on 

the piston in lbs. per square inch ; divide the product 

by 9000, and extract the cube root of the quotient, 

which will be the proper thickness of the web of the 

crank when of malleable iron, supposing the web to 

be continued to the centre of the shaft. The thickness 

of the web at the crank pin centre, supposing it to be 

continued thither, would be 0*022 times the square 

root of the pressure on the piston in lbs. per square 

inch, multiplied by the diameter of the cylinder. The 

breadth of the web of the crank of the shaft centre 

should be twice the thickness, and at the pin centre 1\ 

io* 
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times the thickness of the web ; the length of the 
large eye of the crank should be equal to the diameter 
iji the shaft, and of the small eye 0*03^5 times the 
square root of the pressure on the piston in lbs. per 
square inch, multiplied by the diameter of the cylinder. 
The diameter of the piston rod may be found by 
multiplying the diameter of the cylinder in inches by 
the square root of the pressure on the piston in lbs. 
per square inch, and dividing by 50, which makes 
the strain ^th of the elastic force. The diameter 
of the connecting rod at the ends, may be found by 
multiplying 0'019 times the square root of the pressure 
an the piston in lbs. per square inch by the diameter 
of the cylinder in inches ; and the diameter oi the 
eonnecting rod in the middle may be foimd by the 
following rule : — to 00035 times the length of the 
connecting rod in inches, add 1, and multiply the sum 
by 19 times the square root of the pressiu-e on the 
piston in lbs. per square inch, multiplied by the diam- 
eter of the cylinder in inches. The diameter of the 
eylinder side rods at the ends may be found by multi- 
plying 0*0129 times the square root of the pressure 
on the piston in lbs. per square inch by the diameter oi 
the cylinder ; and the diameter of the cylinder side 
rods at the middle is found by the following rule : — 
to 0*0035 times the length of the rod in inches add 1, 
and multiply the sum by 0*0129 times the square root 
of the pressure on the piston in lbs. per square inch, 
multiplied by the diameter of the cylinder in inches ; 
the product is the diameter of each side rod at the centre 
in inches. The strain upon the connecting rod and 
aide rods is by these rules equal to ^th of the elastic 
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force. If the length of the cross head be taken at 1*4 
times the diameter of the cylinder, the dimensions of 
the cross head will be as follows: — the exterior 
diameter of the eye in the cross head for the reception 
of the piston rod, will be equal to the diameter of the 
hole, plus 0*02827 times the cube root of the pressure 
on the piston in lbs. per square inch, multiplied by 
the diameter of the cylinder in inches ; and the depth 
of the eye will be 0*0979 times the cube root of the 
pressure on the piston in lbs. per square inch, multi- 
phed by the diameter of the cylinder in inches. The 
diameter of each cross head journal will be 0*01716 
times the square root of the pressure on the piston 
in lbs. per square inch, multiplied by the diameter of 
the cylinder in inches — the length of the journal 
being -|ths its diameter. The thickness of the web at 
centre will be 0*0245 times the cube root of the pres- 
sure on the piston in lbs. per square inch, multiplied 
by the diameter of the cylinder in inches, and the 
depth of web at centre will be 0*09178 times the cube 
root of the pressure on the piston in lbs. per square 
inch, multiplied by the diameter of the cylinder in 
inches. The thickness of the web at journal will be 
0*0122 times the square root of the pressure on the 
piston in lbs. per square inch, multiplied by the diam- 
eter of the cylinder in inches, and the depth of the 
web at journal will be 0*0203 times the square root of 
the pressure upon the piston in lbs. per square inch, 
multiphed by the diameter of the cylinder in inches. 
In these rules for the cross head, the strain upon the 
web is 7.^^77 times the elastic force ; the strain upon 
the journal inordinary working is ij.^ times the elastio 
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force ; and if the outer ends of the journals are the 
only bearing points, the strain is y.xVy times the 
elastic force, which is very Httle in excess of the elastic 
force. The diameter of the main centre may be found 
by multiplying 0*0367 times the square of the pressure 
upon the piston in lbs. per square inch, by the diameter 
of the cylinder in inches, which will give the diameter 
of the main centre journal when of malleable iron, and 
the length of the main centre journal should be 1^ 
times its diameter ; the strain upon the main centre 
journal in ordinary working will be about ^ the 
elastic force. In oscillating engines the diameter of 
the trunnions is regulated by the diameter of the 
pipes, and the thickness of the trunnions is about the 
same as the thickness of the cylinder. It is obvious, 
from the varying proportions subsisting in the different 
parts of the engine between the strain and the elastic 
force, that in engines proportioned by these rules — 
which represent nevertheless the average practice of 
the best constructors — some of the parts must possess 
a considerable excess of strength over other parts, and 
it appears expedient that this disparity should be 
diminished, which may best be done by increasing the 
strength of the parts which are weakest ; inasmuch as 
the frequent fracture of some of the parts shows 
that the dimensions at present adopted for those parts 
are scarcely* sufficient, unless the iron of which they 
are made is of the best quality. At the same time it 
is quite certain, that engines proportioned by these 
rules will work satisfactorily where good materials are 
employed ; but it is important to know in what parts 
good materials and large dimensions are the most in- 
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dispensable. The depth of gibs and cutters for attach- 
ing the piston rod to the cross head, is 0*0358 times 
the cube root of the pressure of the steam on the piston 
in lbs. per square inch, multiplied by the diameter of 
the cylinder ; and the thickness of the gibs and cutters 
is 0*007 times the cube root of the pressure on the 
piston in lbs. per square inch; multiplied by the diam- 
eter of the cylinder. The depth of the cutter through 
the piston is 0*017 times the square root of the pressure 
on the piston in lbs. per square inch, multiplied by the 
diameter of the cylinder in inches ; and the thickness 
of the cutter through the piston is 0*007 times the 
square root of the pressure on the piston in lbs. per 
square inch, multiplied by the diameter of the cylinder. 
The whole of the answers to these rules are given in 
inches. 

139. Q. — How do you determine the strength of 
boilers? 

A, — ^The iron of boilers, like the iron of machines 
or structures, is capable of withstanding a tensile strain 
of from 60,000 to 60,000 lbs. upon every square inch 
of section ; but it will only bear a third of this strain 
without permanent derangement of structure, and it 
does not appear expedient in any boiler to let the 
strain exceed 4000 lbs. upon the square inch of sec- 
tional area of metal ; and 3000 lbs. on the square inch 
of section, is a preferable proportion. The question 
of the strength of boilers was investigated very elab- 
orately a few years ago, by a Committee of the 
Franklin Institute, in America, and it was found 
that the tenacity of boiler plate increased with the 
temperature up to 560% at which point the tenacity 
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began to dimmish. At 32° the cohesive force of a 
square inch of section was 66,000 lbs. ; at 6*70° it was 
66,500 lbs; at 720°, 65,000 lbs.; at 1050°, 32,000 lbs.; 
at 1240°, 22,000 lbs. ; and at 1317°, 9000 lbs. Cop- 
per follows a different law, and appears to be diminished 
in strength by every addition to the temperature. At 
32° the cohesion of copper was found to be 32,800 lbs. 
per square inch of section, which exceeds the cohesive 
force at any higher temperature, and the square of 
the diminution of strength seems to keep pace with 
the cube of the increased temperature. Strips of iron 
cut in the direction of the fibre were found to be about 
6 per cent, stronger than when cut across the grain. 
Repeated piling and welding was found to increase 
the tenacity of the iron, but the result of welding 
together different kinds of iron was not found to be 
favorable. The accidental overheating of a boiler was 
found to reduce the ultimate or maximum strength of 
the plates from 66,000 lbs. to 46,000 lbs. per square 
inch of section, and riveting the plates was found to 
occasion a diminution in their strength to the extent 
of one-third. In some locomotive boilers which are 
worked with a pressure of 80 lbs. upon the square 
inch, the thickness of the plates is only ^ths of 
an inch, while the barrel of the boiler is 39 inches 
in diameter. It will require a length of 3*2 inches 
of the boiler when the plates are x^ths thick to make 
up a sectional area of one square inch, and the sepa- 
rating force will be 39 times 3*2 multiplied by 80, 
which makes the separating force 9984 lbs. sustained 
by two square inches of sectional area, — one on each 
side; or the strain is 4992 lbs. per square inch of 
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sectional area, wbicli is a greater strdn than is ad- 
visable. The accession of strength derived from the 
boiler ends is not here taken into account ; but neither 
is the weakening effect counted that is caused by the 
rivets, which certainly would not be less in amount. 
The proper thickness for cylindrical boilers or other 
cylindrical vessels, whether of cast or wrought iron, 
exposed to an internal pressure, may be found by 
the following rule: — ^multiply 2*64 times the inter- 
nal diameter of the cyUnder in inches by the greatest 
pressure within the cylinder per circular inch, and 
divide by the tensile force that the metal will bear 
without permanent derangement of structure, which 
for malleable iron is 17,800 lbs., and for cast-iron 
15,300 lbs. per square inch of section ; the result is 
the thickness in inches. Where the sides of the 
boiler are flat instead of being cylindrical, a sufficient 
number of stays must be introduced to withstand the 
pressure, and it is expedient not to let the str£un 
upon these stays be more than 3000 lbs. per square 
inch of section, as the strength of internal stays in 
boilers is generally soon diminished by corrosion. It 
is expedient also that the stays should be small and 
numerous rather than large and few in number, as 
when large stays are employed it is difficult to keep 
them tight at the ends, and oxidation of the shell 
follows from leakage at the ends of the stays. A strain 
at all approaching that upon locomotive boilers would 
be very imsafe in the case of marine boilers, on account 
of the corrosion, both internal and external, to which 
marine boilers are subject. All boilers should be 
proved, when new, to three or four times the pressure 
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they are intended to bear, and they should be proved 
occasi^ally by the hand pump when in use, to detect 
any weakness which corrosion may have occasioned. 

140. Q. — ^What is the cause of the rapid corrosion 
of marine boilers ? 

A. — Marine boilers are corroded externally in the 
region of the steam chest by the dripping of water 
from the deck ; the bottom of the boiler is corroded by 
the action of the bilge water, and the ash pits by the 
practice of quenching the ashes with salt water. These 
sources of injury, however, admit of easy remedy : the 
top of the boiler may be preserved from external cor- 
rosion by covering it with felt, upon which is laid sheet 
lead soldered at every joint so as to be impenetrable to 
water ; the ash pits may be shielded by guard plates, 
which are plates fitting into the ash pits and attached 
to the boiler by a few bolts, so that when worn they 
may be removed and new ones substituted, whereby 
any wear upon the boiler in that part will be prevented ; 
and there will be very little wear upon the bottom erf 
a boiler if it be imbedded in mastic cement laid upon 
a suitable platform. The greatest part of the corrosion 
of a boiler, however, takes place in the inside of the 
steam chest, and the origin of this corrosion is one of 
the obscurest subjects in the whole range of engineer- 
ing. It cannot be from the chemical action of the 
salt water upon the iron, for the flues and other pai*ts 
of the boiler beneath the water suffer very little from 
corrosion ; and in steam vessels provided with Hall's 
condensers, which supply the boiler with fresh water, 
scarcely any increased durability of the boiler has been 
experienced. Nevertheless, marine boilers seldom last 
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more than for 4 or 5 years, whereas land boilers made 
of the same quality of iron often last 18 or 20 years, 
and it does not appear probable that land boilers would 
last a very much shorter time if salt water were used 
in them. The thin film of scale spread over the parts 
of a marine boiler situated beneath the water, effec- 
tually protects them from corrosion ; and when the 
other parts are completely worn out, the flues generally 
remain so perfect that the hammer marks upon them 
are as conspicuous as at their first formation. The 
operation of the steam in corroding the interior of the 
boiler is most capricious — ^the parts which are most 
rapidly worn away in one boiler being untouched in 
another ; and in some cases one side of a steam chest 
will be very much wasted away while the opposite side 
remains uninjured. Sometimes the iron exfoliates in 
the shape of a black oxide which comes away in flakes 
like the leaves of a book, while in other cases the iron 
appears as if eaten away by a strong acid which had a 
solvent action upon it. The application of felt to the 
outside of a boiler, has in several cases been found to 
accelerate sensibly its intenial corrosion; boilers in 
which there is a large accumulation of scale appear to 
be more corroded than where there is no such deposit, 
and where the funnel passes through the steam chest, 
the iron of the steam chest is invariably much more 
corroded than where the funnel does not pass through 
it. These facts appear to indicate that the internal 
corrosion of marine boilers is attributable chiefly to 
the existence of surcharged steam within them, which 
is steam to which an additional quantity of heat has 
been communicated subsequently to its generation, so 

11 
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that its temperature is greater than is due to its elastic 
force ; and on this hypothesis the observed facts rela- 
tive to corrosion become easily explicable. Felt, ap- 
plied to the outside of a boiler, may accelerate its 
internal corrosion by keeping the steam in a sur- 
charged state, when by the dispersion of a part of the 
heat it would cease to be in that state. Boilers in which 
there is a large accumulation of scale must have worked 
with the water very salt, which necessarily produces 
surcharged steam ; for the temperature of steam can- 
not be less than that of the water from which it is 
generated, and inasmuch as the boiling point of water, 
under any given pressure, rises with the saltness of the 
water, the temperature of the steam must rise with 
the saltness of the water, the pressure remaining the 
same ; or in other words, the steam must have a higher 
temperature than is due to its elastic force, or be in 
the state of surcharged steam. The circumstance of 
the chimney flue passing through the steam will mani- 
festly surcharge the steam with heat, so that all the 
circumstances which are found to accelerate corrosion, 
are, it appears, such as would also induce the forma- 
tion of surcharged steam. Besides, the natural efifect 
of siu'charged steam is to oxidate the iron with which 
it is in contact, as is illustrated by the familiar process 
for making hydrogen gas by sending steam through a 
red-hot tube filled with pieces of iron ; and although 
the action of the surcharged steam in a boiler is neces- 
sarily very much weaker than where the iron is red 
hot, it msmifestly must have some oxidizing effect, and 
the amount of corrosion produced may be very ma- 
terial where the action is perpetual. Boilers with 
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a large extent of heating surface, or with descending 
flues circulating through the cooler water in the bottom 
of the boiler before ascending the chimney, will be less 
corroded internally than boilers in which a large quan- 
tity of the heat passes away in the smoke ; and the 
corrosion of the boiler will be diminished if the inte- 
rior of any flue passing through the steam be coated 
with fire-brick, so as to prevent the transmission of 
the heat in that situation. The best practice, however, 
appears to consist in the transmission of the smoke 
through a suitable orifice below the water level, so as 
to supersede the necessity of carrying any flue through 
the steam at all ; or a column of water may be carried 
round the chimney, into which as much of the feed 
water may be introduced as the heat of the chimney 
is capable of raising to the boiling point, as under 
this limitation the presence of feed water around the 
chimney in the steam chest will fail to condense the 
steam. 

141. Q. — ^Will you explain the course of procedure 
in the construction and setting of wagon boilers ? 

A, — Most boilers are made of plates three-eighths 
of an inch thick, and the rivets are from three-eighths 
to three-fourths of an inch in diameter. In the bottom 
and sides of a wagon boiler, the heads of the rivets, 
or the ends formed before the rivets are inserted, should 
be large, and placed next the fire, or on the outside ; 
whereas on the top of the boiler the heads should be 
on the inside. The rivets should be placed about two 
inches distant from centre to centre, and the centre of 
the row of rivets should be about one inch from the 
edge of the plate. The edges of the plate should be 
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truly cut, both inside and outside, and after the parts 
of the boiler have been riveted together, the edges of 
the plate should be set up or caulked with a blunt 
chisel about a quarter of an inch thick in the point, 
and struck by a hammer of about 3 or 4 lbs. weight — 
one man holding the caulking tool while another 
strikes. The boiler should then be filled with water 
and caulked afresh in any leaky part ; all the joints 
above the water should next be painted with a solution 
of sal ammoniac in urine, and so soon as the seams are 
well rusted they should be dried with a gentle fire, 
and then be painted over with a thin putty formed 
of whiting and linseed oil — the heat being continued 
until the putty becomes so hard that it cannot be 
readily scratched with the nail, and care must be taken 
neither to bum the putty nor to discontinue the fire 
until it has become quite dry. In building the brick- 
work for the setting of the boiler, the parts upon which 
the heat acts with most intensity is to be built with 
clay instead of mortar ; but mortar is to be used on the 
outside of the work. Old bars of flat iron may be laid 
under the boiler chime to prevent that part of the 
boiler from being burned out, and bars of iron should 
also run through the brick-work to prevent it from 
splitting. The top of the boiler is to be covered with 
brick- work laid in the best lime; and if the lime be 
not of the hydraulic kind, it should be mixed with 
Dutch terrass to make it impenetrable to water. The 
top of the boiler should be well plastered with this 
lime, which will greatly conduce to the tightness of 
the seams. Openings into the flues must be left in 
convenient situations to enable the flues to be swept 
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out when required, and these openings may be closed 
with cast-iron doors jointed with clay or mortar, which 
may be easily removed when required. Adjacent to 
the chimney a slit must be left in the top of the flue 
with a groove in the brick-work to enable a sliding 
door or damper to be fixed in that situation, which by 
being lowered into the flue will obstruct the passage 
of the smoke and moderate the draught, whereby the 
chimney will be prevented from drawing the flame into 
it before the heat has acted sufficiently upon the boiler. 

142. Q. — ^Are marine constructed in the same way 
as land boilers ? 

A. — There is very Httle difference in the two 
cases : the whole of the shells of marine boilers, how- 
ever, should be double riveted with rivets ^^th of an 
inch in diameter, and 2f th inches from centre to 
centre, the weakening effiBct of double riveting being 
much less than that of single riveting. The furnaces 
above the line of bars should be of the best Lowmoor, 
Bowling, or Staffordshire scrap plates, and the portion 
of each furnace above the bars should consist only of 
three plates, one for the top and one for each side, the 
lower seam of the side plates being situated beneath 
the level of the bars, so as not to be exposed to the 
heat of the furnace. The tube plates of tubular 
boilers should be of the best Lowmoor or Bowling 
iron, seven-eighths to one inch thick : the shells should 
be of the best Staffordshire or Thorny croft S Crown 
iron, seven-sixteenths of an inch thick. Angle iron 
should not be used in the construction of boilers, as in 
the manufacture it becomes reedy, and is apt to split 
up in the direction of its length : it is much the safer 
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practice to bend the plates at the comers of the 
boiler, but this must be carefully done, without intro- 
dudng any more sharp bends than can be avoided, 
and plates which require to be bent much should be 
of Lowmoor iron. It will usually be found expedient 
to introduce a ring of angle iron around the furnace 
mouths, though it is discarded in the other parts of the 
boiler ; but it should be used as sparingly as possible, 
and any that is used should be of the best quality. 
The whole of the plates of a boiler should have the 
holes for the rivets punched, and the edges cut straight, 
by means of self-acting machinery, in which a travelling 
table carries forward the plate with an equal progres- 
sion every stroke of the punch or shears ; and ma- 
chinery of this kind is now extensively employed. 
The practice of forcing the parts of boilers together 
with violence, by means of screw-jacks, and drifts 
through the holes, should not be permitted ; as a great 
strain may thus be thrown upon the rivets, even 
when there is no steam in the boiler. All rivets 
should be of the best Lowmoor iron. The work 
should be caulked both within and without wherever 
it is accessible ; but in the more confined situations 
within the flues, the caulking will in many cases have 
to be done with the hand or chipping instead of the 
heavy hammer previously prescribed. In the setting 
of marine boilers care must be taken that no copper 
bolts or nails project above the platform upon which 
they rest, and also that no projecting copper bolts in 
the sides of the ship touch the boiler, as the galvanic 
action in such a case would probably soon wear the 
points of contact into holes. The platform may con- 
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adst of 3-mcli planking Md across the keelsons nailed 
with iron nails, the heads of which are well punched 
down, and caulked and puttied hke a deck. The si^- 
face may then be painted over with thin putty, and 
fore and aft boards of half the thickness may then be 
laid down and nailed securely with iron nails, having 
the heads well punched down. This platform must 
then be covered thinly and evenly with mastic cement, 
and the boiler be set down upon it, and the cement 
must be caulked beneath the boiler by means of wooden 
caulking tools, so as completely to fill every vacuity. 
Coomings of wood sloped on the top must next be set 
round the boiler, and the space between the coomings 
and the boiler must be caulked full of cement, and be 
smoothed off on the top to the slope of the coomings, so 
as to throw off any water that might be disposed to 
enter between the coomings and the boiler. Mastio 
cement proper for the setting of boilers is sold in many 
places ready made ; Hamelin's mastic is compounded 
as follows : — ^To any given weight of sand or pulver- 
ized earthenware add two-thirds such given wdght 
of powdered Bath, Portland, or other similar stone, 
and to every five hundred and sixty poimds weight of 
the mixture add forty pounds weight of litharge, two 
pounds of powdered glass or flint, one pound of 
minium, and two pounds of gray oxide of lead ; pass 
the mixture through a sieve, and keep it in a powder 
for use. When wanted for use, a sufficient quantity 
of the powder is mixed with some vegetable oil upon a 
board or in a trough in the manner of mortar, in the 
proportion of six hundred and five pounds of the 
powder to five gallons of linseed, walnut, or pink oil. 
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and the mixture is stirred and trodden upon until it 
assumes the appearance of moistened sand, when it is 
ready for use. The cement should be used on the same 
day the oil is added, else it will set into a solid mass. 

143. Q. — Will you state any other constructive de- 
tails in connection with marine boilers which occur to 
you as deserving of enumeration ? 

A. — It will not be possible to state them in a very 
systematic manner by adopting this course, but per- 
haps it may be of most importance to dispatch them 
summarily. It has already been stated that furnace 
bars should not much exceed 6 ft. in length, as it is 
difficult to manage long furnaces ; but it is a frequent 
practice to make furnaces long and narrow, the conse- 
quence of which is, that it is impossible to fire them 
effectually at the after end, especially upon long 
voyages and in stormy weather, and air escapes into 
the flues at the after end of the bars, whereby the 
efficacy of the boiler is diminished. Where the bars 
are very long, it will generally be found that an in- 
creased supply of steam and a diminished consumption 
of coal will be the consequence of shortening them ; 
and the bars should always lie with a considerable in- 
clination, to facilitate the distribution of the fuel over 
the after part of the furnace. When there are two 
lengths of bars in the furnace, it is expedient to make 
the central cross-bar for bearing up the ends double, 
and to leave a space between the ends of the bars so 
that the ashes may fall through between them. The 
space thus left enables the bars to^expand without in- 
jury on the application of heat ; whereas, without some 
such provision, the bars aie verj \Y8\Afc \ft ^^ \svjac\i&^ 
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out by bending up in the centre, or at the ends — ^as they 
must do if the elongation of the bars on the application 
of heat be prevented ; and this must be the effect of 
permitting the spaces at the ends of the bars to be 
filled up with ashes. At each end of each bed of bars 
k it is expedient to leave a space which the ashes cannot 
fill up so as to cause the bars to jam ; and care must be 
taken that the heels of the bars do not come against 
any of the furnace bearers, whereby the room left at 
the end of the bars to permit the expansion would be 
rendered of no avail. The furnace bridges of marine 
boilers are either made of fire-brick or of plate iron 
contuning water: in the case of water bridges, the 
top part of the bridge should be made with a large 
amount of slant, so as to enable the steam to escape 
freely ; but, notwithstanding this precaution, the 
plates of water bridges are apt to crack at the bend, 
so that fire-brick bridges appear on the whole to be 
preferable. In shallow furnaces the bridges often 
come too near the furnace top to enable a man to pass 
over them, and it will save expense if, in such bridges, 
the upper portion is constructed of two or three fire- 
blocks, which may be lifted off where a person requires 
to enter the flues to sweep or repair them, whereby 
the perpetual demolition and reconstruction of the 
upper part of the bridge will be prevented. The 
furnaces are shallowest in boilers with a double tier 
of furnaces one above the other ; but such boilers are 
now little used : the steam of the lower furnace ap- 
pears to be condensed to a certain extent in coming 
into contact with the iron of the supenor «ksV^\t, «wL 
ji h dMcult, in such shallow furnaces aa like ^^as^ W 
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Yolves, to give the bars a sufficient inclination to 
enable the fuel to pass on to the after end. The flue 
of flue boilers generally contracts in area as it ap- 
proaches the chimney ; and it is a common practice to 
place a hanging bridge, consisting of a plate of iron 
descending a certain distance into the flue, at thai 
part of the flue where it enters the chimney, whereby 
the stratum of hot air which occupies the highest part 
of the flue is kept in protracted contact with the boiler, 
and the cooler air occupying the lower part of the flue 
is that which alone escapes. The practice of intro- 
ducing a hanging bridge is a beneficial one in the 
case of some boilers, but is not applicable universally, 
as boilers with a small calorimeter cannot be further 
contracted in the flue without a diminution in their 
evaporating power. In tubular boilers a hanging 
bridge is not applicable ; but in some cases a perforated 
plate is placed against the ends of the tubes, which, 
by suitable connections, is made to operate as a sliding 
damper, which partially or totally closes up the end of 
eveiy tube, and, at other times, a damper constructed 
in the majuier of a Venetian blind is employed in the 
same situation. These varieties of damper, however, 
have only yet been used in locomotive boilers, though 
applicable to tubular boilers of every description. It 
is an advantage that there should be a division be- 
tween the tubes pertaining to each furnace of a marine 
tubular boiler, so that the smoke of each furnace may 
be kept apart from the smoke of the furnace adjoining 
it until the smoke of both enters the chimney, as by 
this arrangement a furnace only will be rendered in- 
operative in cleaning the fires instead of a boiler, and 
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the tubes belonging to one furnace may be swept if 
necessary at sea without interfering injuriously with 
the action of the rest: the connection between the 
tubes of the inactive furnace and the chimney would 
obviously require to be closed in such a case, either by 
a damper or otherwise. The sides of the internal fur- 
naces or flues in all boilers should be so constructed 
that the steam may readily escape from their surfaces, 
with which view it is expedient to make the bottom of 
the flue somewhat wider than the top, or slightly 
conical in the cross section, and the upper plates 
should always be overlapped by the plates beneath, so 
that the steam cannot be retained in the overlap, but 
escapes as soon as it is generated. If the sides of the 
furnace be made high and perfectly vertical, they will 
speedily be buckled and cracked by the heat, as a film 
of steam in such a case will remain in contact with the 
iron, which will prevent the access of the water, and 
the iron of the'boiler will be injured by the high tem- 
perature it must in that case acquire. To moderate 
the intensity of the heat acting upon the furnace sides, 
it is expedient to bring the outside fire-bars into close 
contact with the sides of the furnace, so as to prevent 
the entrance of air through the fire in that situation, 
by which the intensity of the heat would be increased. 
The tube plate nearest the furnace in tubular boilers 
should also be so inclined as to facilitate the escape of 
the steam ; and the short bent plate or flange of the 
tube plate, connecting the tube plate with the top of 
the furnace, should be made with a gradual bend, as 
if the bend be sudden the iron will be apt to crack or 
bum away from' the concretion of salt Where the 
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furnace mouths are contracted by bending in the sides 
and top of the furnace, as is the general practice, the 
bends should be gradual, as salt is apt to accumulate 
in the pockets made by a sudden bend, and the plates 
will then bum into holes. It is very expedient that 
sufficient space should be left between the furnace and 
the tubes in all tubular boilers to permit a boy to go 
in to clear away any scale that may have formed, and 
to hold on the rivets in the event of repair being 
wanted ; and it is also expedient that a vertical row of 
tubes should be left out opposite to each water space 
to allow the ascent of the steam and the descent of the 
water, as it has been found that the removal of the 
tubes in that position, even in a boiler with defident 
heating surface, has increased the production of steam, 
and diminished the consumption of fuel. The tubes 
should all be kept in the same vertical line, so as to 
permit the introduction of an instrument to scrape 
them, but they should be zig-zagged in the horizontal 
line, whereby a greater strength of metal will be 
obtained around the holes in the tube plates. 

144. Q. — In what manner is the tubing and sta3dng 
of boilers performed ? 

A. — The tubes of marine boilers are generally iron 
tubes, 3 inches in diameter, and between 6 and 7 ft. 
long, but sometimes brass tubes of similar dimensions 
are employed. When brass tubes are employed, the 
use of ferules driven into the ends of the tubes appears 
to be indispensable to keep them tight ; but when the 
tubes are of malleable iron, of the thickness of Russell's 
boiler tubes, they may be made tight merely by driving 
them firmly into the tube plates. The holes in the 
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tube plate next the front of the boiler are made about 
one-sixteenth of an inch larger in diameter than the 
holes in the other tube plate, and the holes upon the 
outer surfaces of both tube plates are slightly counter- 
sunk. One' end of each tube is enlarged about a six- 
teenth of an inch to fit the enlarged holes in one of the 
plates ; both ends may then be turned slightly in the 
lathe to make them smooth and uniform in diameter 
and length, and the whole of the tubes are then to be 
all driven through both tube plates from the front of 
the boiler — the precaution, however, being taken to 
drive them in gently at first with a light hand-hammer, 
until the whole of the tubes have been inserted to an 
equal depth, and then they may be driven up by degrees 
with a heavy hammer, whereby any distortion of the 
holes from unequal driving will be prevented. Finally, 
the ends of the tubes should be riveted up so as to fill 
the countersink ; the tubes shoiild be left a little longer 
than the distance between the outer surfaces of the 
tube plates, so that the countersink at the ends may 
be filled by staving up the end of the tube rather than 
by riveting it over, and the staving will be best ac- 
complished by means of a mandril with a collar upon 
it, which is driven into the tube so that the collar rests 
upon the end of the tube to be riveted. It appears 
expedient in all cases where ferules are not used, that 
some of the tubes should be screwed at the ends, so as 
to serve as stays if the riveting at the tube ends happens 
to be burned away, and also to act as abutments to the 
riveted tube. To prevent leakage through the thread 
of the screw, if the plan of screwing some of the tubes 
be adopted, it will be expedient to let the screwed ends 
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project about half an inch, and to put thin nuts upon 
them with a little white lead interposed. If the tubes 
mre long, their expansiiui when the boiler is being 
blown off will be apt to start them at the ends, unless 
very securely fixed, and it is impossible to prevent 
brass tubes of large diameter and proportionate length 
from being started at the ends, even when secured by 
ferules ; but the brass tubes commonly employed are 
so small as to be susceptible of sufficient compression 
endways by the adhesion due to the ferules to com- 
pensate for the expansion, whereby they are prevented 
from starting at the ends. In some of the early marine 
boilers fitted with brass tfibes, a galvanic action at the 
ends of the tubes was found to take place, and the iron 
of the tube plates was wasted away in consequence, 
with rapidity ; but further experience proved the in- 
jury to be attributable chiefly to imperfect fitting, 
whereby a leakage was caused that induced oxidation : 
and where the tubes were well fitted, any injurious 
action at the ends of the tubes was found to cease. 
When the pressure of steam within the boiler is con- 
siderable, the boiler must be very securely stayed : the 
top and bottom, and also the sides of the boiler must 
be stayed to one another, and it will not be sufficient 
to stay the top of the boiler to the top of the furnaces, 
and the bottom of the boiler to the bottom of the fur- 
naces ; for if a furnace changed its form, as it would be 
likely to do in such circumstances, the stays connect- 
ing it^to the top and bottom of the boiler would be of 
very little utility in preventing the boiler from burst- 
ing. If the pressure of steam be 20 lbs. on the square 
inch, which is a very common pressure in tubular 
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boilers, there will be a pressure of 2880 lbs. on every 
square foot of flat surface, so that if the strain upon 
the stays is not to exceed 3000 lbs. on the square 
inch of section, there must be nearly a square inch of 
sectional area of stay for every square foot of flat sur- 
face on the top and bottom, sides, and ends of the 
boiler. This very much exceeds the proportion usually 
adopted, and in scarcely any instance are boilers stayed 
sufficiently to be safe when the shell is composed of 
flat surfaces. The furnaces should be stayed together 
with bolts of the best scrap iron Ij inch in diameter, 
tapped through both plates of the water space with 
thin nuts in each furnace ; and it is expedient to make 
the row of stays running horizontally near the level of 
the bars, sufficiently low to come beneath the top of 
the bars, so as to be shielded from the action of the 
fire, with which view they should follow the inclina- 
tion of the bars. The row of stays between the level 
of the bars and the top of the furnace should be as 
near the top of the furnace as will consist with the 
functions they have to perform, so as to be removed as 
far as possible from the action of the heat ; and to 
support the furnace, top cross-bars may either be 
adopted, to which the top is secured with bolts as in 
the case of locomotives, or stays tapped into the fur- 
nace top with a thin nut beneath may be carried to 
the top of the boiler ; but very little dependance can 
be put in such stays as stays for keeping down the top 
of the boiler, and the top of the boiler must therefore 
be stayed nearly as much as if the stays connecting it 
with the furnace crowns did not exist. The large 
rivets passing through thimbles, sometimes used as 
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stays for water spaces or boiler shells, are objection- 
able ; as from the great amount of hammering such 
rivets have to receive to form the heads, the iron 
becomes crystalline, so that the heads are liable to 
come off, and indeed sometimes fly off in the act of 
being: formed. If such a fracture occurs between the 
boilers after they are seated in their place, or in any 
position not accessible from the outside, it will in 
general be necessary to empty the faulty boiler, and 
repair the defect from the inside. The stays where 
the sides of the boiler are flat and the pressure of the 
steam is from 20 to 30 lbs., should be pitched about a 
foot or 1 8 inches asunder ; and in the wake of the tubes 
where stays cannot be carried across to connect the 
boiler sides, angle iron ribs, like the ribs of a ship, 
should be riveted to the interior of the boiler, and 
stays of greater strength than the rest should pass 
across above and below the tubes, to which the angle 
irons would communicate the strain. The whole of 
the long stays within a boiler should be firmly riveted 
to the shell, as if built with and forming a part of it ; 
as by the common method of fixing them in by means 
of cutters, the decay or accidental detachment of a pin 
or cutter may endanger the safety of the boiler. 
Wherever a large perforation in the shell oi any cir- 
cular boiler occurs, a sufficient number of stays should 
be put across it to maintain the original strength ; and 
where stays are intercepted by the root of the funnel, 
short stays in continuation of them should be placed 
inside. The flues of all flue boilers diminish in their 
calorimeter as they approach the chimney : some very 
satisfactory boilers have been made by allowing a pro- 
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portion of 0*6 of a square foot of fire grate per nominal 
horse power, and making the sectional area of the flue 
at the largest part ^th of the area of fire grate, and at 
the smallest part where it enters the chimney y^yth of 
the area of the fire grate ; but in some of the boilers 
proportioned on this plan the maximum sectional area 
k only -^.^ or -g^ij, according to the purposes of the 
boiler. These proportions are retained whether the 
boiler is flue or tubular, and from 14 to 16 square feet 
of tube surface is allowed per nominal horse power ; 
but such boilers although they may give abundance of 
steam are generally needlessly bulky, and the method 
of fixing the proportions does not appear so eligible as 
that previously suggested. In sea-going steamers the 
funnel plates are usually about 9 ft. long and y^ths 
thick, and where different flues or boilers have their 
debouch in the same chimney, it is expedient to run 
divsion plates up the chimney for a considerable dis- 
tance to keep the draughts distinct. The dampers 
should not be in the chimney, but at the end of the 
boiler flue, so that they may be available for use if the 
funnel by accident be carried away. The waste steam 
pipe should be of the same height as the funnel, so as to 
carry the waste steam clear of it, for if the waste steam 
strikes the funnel it will wear the iron into holes ; and 
the waste steam pipe should be made at the bottom with 
a faucet joint, to prevent the working of the funnel 
when the vessel rolls from breaking the pipe at the neck. 
There should be two hoops round the funnel for the at- 
tachment of the funnel shrouds, instead of one, so that 
the funnel may not be carried overboard if one hoop 
breaks, or if the funnel breaks at the upper hoop from 
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the corrosive action of the waste steam, as sometimes 
happens. The deck over the steam chest should be 
formed of an iron plate supported by angle iron beams, 
and there should be a high angle iron cooming round the 
hole in the deck through which the chimney ascends, 
to prevent any water upon the deck from leaking 
down upon the boiler. Around the lower part of the 
funnel there should be a sheet-iron casing to prevent 
any inconvenient dispersion of heat in that situation ; 
and another short piece of casing, of a somewhat 
larger diameter and riveted to the chinmey, should 
descend over the first casing, so as to prevent the rain 
or spray which may beat against the chimney from 
being poured down within the casing upon the top of 
the boiler. The pipe for conducting away the waste 
water from the top of the safety valve should lead 
overboard, and not into the bilge of the ship, as in- 
convenience arises from the steam occasionaUy passing 
through it, if it has its termination in the engine room. 
The man-hole and mud -hole doors, unless put on from 
the outside like a cylinder cover with a great number 
of bolts, should be put on from the inside with cross 
bars on the outside ; and the bolts should be strong, 
and have coarse threads and square nuts so that the 
threads may not be overrun, nor the nuts become 
round by the unskilful manipulations of the firemen, 
by whom these ^ doors are removed or replaced. If 
from any imperfection in the roof of a furnace or flue 
a patch requires to be put upon it, it will be better to 
let the patch be applied upon the upper rather than 
upon the lower surface of the plate; as if applied 
within the furnace a recess will be formed for the 
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lodgment of deposit, which will prevent the rapid 
transmission of the heat in that part, and the iron will 
be very liable to be again burned away. A crack in 
a plate may be closed by boring holes in the direction 
of the crack, and inserting rivets with large heads, so 
as to cover up the imperfection. If the top of the 
furnace be bent down, from the boiler having been 
accidentally allowed to get short of water, it may be 
set up again by a screw-jack — a fire of wood having 
been previously made beneath the injured plate ; but 
it will in general be nearly as expeditious a course to 
remove the plate and introduce a new one, and the 
result will be more satisfactory. 

145. Q. — Is much inconvenience experienced in 
marine boilers from saline incrustations upon the 
flues? 

A. — Incrustation in boilers at one time caused 
much more perplexity than it does at present, as it 
was supposed that in some seas it was impossible to 
prevent the boilers of a steamer from becoming salted 
up ; but it has now been satisfactorily ascertained 
thai there is very little diflerence in the saltness of 
different seas, and that, however salt the water may 
be, the boiler will be preserved from any injurious 
amount of incrustation by blowing off", as it is called, 
very frequently, or by permitting a considerable por- 
tion of the super-salted water to escape at short inter- 
vals into the sea. Sea water contains about ^^^d its 
weight of salt, and in the open air it boils at the tem- 
perature of 213'2° ; if the proportion of salt be in- 
creased to ^ds of the weight of the water, the boiling 
point will rise to 214*4° ; with ^^^^ of salt the bailing 
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point will be 216-5°; ^^^^ds, 216*7°; ^ds, 217*9^ 
/yds, 219°; ^s, 220-2°; /^ds, 221-4°; ^^s, 222-5°; 
j|d8, 223-7° ; ^ds, 224-9° ; and Jf ds, which is the 
point of saturation, 226°. In a steam boiler the 
boiling points of water containing these proportions 
of salt must be higher, as the elevation of temperature 
due to the pressure of the steam has to be added to 
that due to the saltness of the water : the temperature 
of steam at the atmospheric pressure being 212°, its 
temperature at a pressure of 16 lbs. per square inch 
will be 260° ; and adding to this 4*7° as the increased 
temperature due to the saltness of the water when it 
contains ^^^s of salt, we have 254-7° as the temper- 
ature of the water in the boiler, when it contains 
/jds of salt and the pressure of the steam is 15 lbs. 
on the square inch. It is found by experience that 
when the concentration of the salt water in a boiler is 
prevented from exceeding that point at which it con- 
tains ^V^s its weight of salt, no injurious incrustation 
will take place ; and as sea water contains only ^^ of 
its weight of salt, it is clear that it must be reduced 
by evaporation to one-fourth of its bulk before it can 
contain ^ds of salt ; or, in other words, a boiler 
must blow out into the sea one-fourth of the water it 
receives as feed, in order to prevent the water from 
rising above ^^^^ ^^ concentration. Taking the latent 
heat of steam at 1000° at the temperature of 212°, 
and reckoning the sum of the latent and sensible heats 
as forming a constant quantity, the latent heat of 
steam at the temperature of 250° will be 962°, and the 
total heat of the steam will be 1212° in the case of 
fresh water; but as the feed water is sent into the 
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boiler at the temperature of 100°, the accession of 
heat it receives from the fuel will be 1112° in the 
case of fresh water, or 1112° increased by 3-98° in the 
case of containing ^^^ds of salt — the 3*98° being the 
4*7° increase of temperature due to the presence of 
^ds of salt, multiplied by 0*847, the specific heat of 
steam. This makes the total accession of heat re- 
ceived by the steam in the boiler equal to 1115*98°, 
or say 111 6, which multiphed by 3, as 3 parts of the 
water are raised into steam, gives us 3348° for the 
heat in the steam, while the accession of heat received 
in the boiler by the 1 part of residual brine will be 
154*7°, multiplied by 0*85, the specific heat of the 
brine, or 130*495° ; and 3348° divided by 130*495° is 
about ^th. It appears, therefore, that by blowing 
off the boiler to such an extent, that the saltness shall 
not rise above what answers to ^ds of salt, about 
^th of the heat is blown into the sea : this is but a 
small proportion, and as there will be a greater waste 
of heat, if from the existence of scale upon the flues 
the heat can be only imperfectly transmitted to the 
water, there cannot be even an economy of fuel in 
niggard blowing off, while it involves the introduction 
of other evils. To save a part of the heat lost by the 
operation of blowing off, the hot brine is sometimes 
passed through a number of small tubes surrounded 
by the feed water; but there is scarcely any gain 
from the use of such apparatus, and the tubes are apt 
to become choked up, whereby the safety of the boiler 
may be endangered by the injurious concentration of 
its contents. Pumps, worked by the engine for the 
extraction of the brine, are generally used in con- 
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nection with the small tubes for the extraction of the 
heat from the super-salted water; and if the tubes 
become choked, the pumps will cease to eject the 
water, while the engineer may consider them to be 
all the while in operation.- The general mode of 
blowing off the boiler is to allow the water to rise 
gradually for an hour or two above the lowest work- 
ing level, and then to open the cock communicating 
with the sea, and keep it open until the surface of the 
water within the boiler has fallen several inches ; but 
in some cases a cock of smaller size is allowed to run 
water continuously, and in other cases brine pumps 
are used, as already mentioned : but in every case in 
which the super-salted water is discharged from the 
boiler in a continuous stream, a hydrometer or salt 
gauge of some convenient construction should be ap- 
plied to the boiler, so that the density of the water 
may at all times be visible. Blowing off from a point 
near the surface of the water is more beneficial than 
blowing off from the bottom of the boiler. Solid par- 
ticles of any kind, it is well known, if introduced into 
boiling water, will lower the boiling point in a slight 
degree, and the steam will chiefly be generated on the 
surface of the particles, and indeed will have the ap- 
pearance of coming out of them : if the particles be 
small, the steam generated beneath and around them 
will balloon them to the surface of the water, where 
the steam will be hberated and the particles will 
descend; and the impalpable particles in a marine 
boiler, which by their subsidence upon the flues con- 
crete into scale, are carried in the first instance to the 
surface of the water, bo tYiai \£ Ocie^ \ife c.«vjl«^\. Viwet^^ 
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and ejected from the boiler, the formation of scale will 
be prevented. Advantage is taken of this property 
in Lamb's Scale Preventer, which is substantially a 
contrivance for blowing oflf from the surface of the 
water that in practice is found to be very eflfectual ; 
but a float in connection with a valve at the mouth of 
the discharging pipe is there introduced, so as to 
regulate the quantity of water blown out by the 
height of the water level, or by the extent of opening 
given to the feed cock; the operation, however, of 
the contrivance would be much the same if the float 
were dispensed with. In some boilers sheet-iron 
vessels called sediment collectors are employed, which 
collect into them the impalpable matter which in 
Lamb's apparatus is ejected from the boiler at once. 
One of these vessels, of about the size and shape of a 
loaf of sugar, is put into each boiler, with the apex 
of the cone turned downwards into a pipe leading 
overboard, for conducting the sediment away from the 
boiler. The base of the cone stands some distance 
above the water line, and in its side conical slits are 
cut, so as to establish a free communication between 
the water within the conical vessel and the water out- 
side it. The particles of stony matter, which are bal- 
looned to the surface by the steam in every other part 
of the boiler, subside within the cone, where no steam 
is generated, and the water is consequently tranquil ; 
and the deposit is discharged overboard at intervals 
by means of the cock communicating with the sea. 
By blowing oflf from the surface of the water, the 
requisite cleansing action is obtained with less waste 
of beat; and where the water is mudd^^ ^^ ioossi. 
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upon the surface of the water is ejected from tlie 
boiler — ^thereby removing one of the chief causes of 
priming. As it is very desirable that boilers acting 
on the principal of continuously blowing off a small 
stream of the super-salted water, should be provided 
with a salt gauge which will give immediate notice of 
any interruption of the operation, various contrivances 
have been devised for this purpose, the most of which 
operate on the principal of a hydrometer ; but perhaps 
a more satisfactory principal would be that of a dif- 
ferential steam gauge, which shall indicate the dif- 
ference of pressure between the steam in the boiler 
and the steam of a small quantity of fresh water 
enclosed in a suitable vessel, and immerged in the 
water of the boiler. If blowmg off be sufficiently 
practiced, the scale upon the flues will never be much 
thicker than a sheet of writing paper, and no excuse 
should be accepted from engineers for permitting a 
boiler to be damaged by the accumulation of calca- 
reous deposit. Flue boilers generally require to be 
blown off once every watch, or once in the two hours ; 
but tubular boilers may require to be blown off once 
every twenty minutes, and such an amoimt of blowing 
off should in every case be adopted, as will effectually 
prevent any injurious amount of incrustation. Even 
with judicious management, however, the boilers may 
sometimes require to be scaled, and the best method 
of performing this operation appears to be the fol- 
lowing : — Lay a train of shavings along the flues, 
open the safety valve to prevent the existence of any 
pressure within the boiler, and light the train of 
shavings, which, by expanding rapidly the metal of 
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the flues, while the scale from its imperfect con- 
ducting power can only expand slowly, will crack off 
the scale ; by washing down the flues with a hose the 
«cale will be carried to the bottom of the boiler, or 
issue with the water from the mud-hole doors. This 
method of scaling must be practiced only by the 
engineer himself, and must not be intrusted to the 
firemen, who in their ignorance might damage the 
boiler by overheating the plates. It is only where 
the incrustation upon the flues is considerable, that 
this method of removing it need be practiced; in 
other cases the scale may be chipped off" by a hatchet- 
faced hammer, and the flues may then be washed 
down with the hose in the manner before described. 
In tubular boilers a good deal of care is required to 
prevent the ends of the tubes next the furnace from 
becoming coated with scale. Even when the boiler is 
tolerabl}' clean in other places the scale will collect 
here ; and in many cases where the amount of blowing 
off previously found to suffice for flue boilers has been 
adopted, an incrustation five-eighths of an inch in 
thickness has formed in twelve months round the 
furnace ends of the tubes, and the stony husks en- 
veloping them have actually grown together in some 
parts so as totally to exclude the water. When a 
boiler gets into this state the whole of the tubes must 
be pulled out, which may be done by a Spanish wind- 
lass combined with a pair of blocks ; and three men 
when thus provided will be able to draw out from 50 
to 70 tubes per day — those tubes with the thickest and 
firmest incrustations being of course the most difficult to 
removeu The act of drawing out the tubes removes 

13 
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the incrustation ; but the tubes should afterwards be 
scraped by drawing them backwards and forwards 
between two old files, fixed in a vice, in the form of 
the letter V. The ends of the tubes should then be 
heated and dressed with the hammer, and plunged 
while at a blood heat into a bed of sawdust to make 
them cool 'soft, so that they may be riveted again with 
facility. A few of the tubes will be so far damaged 
at the ends by the act of drawing them out^ as to be 
too short for reinsertion : this result might be to a 
considerable extent obviated, by setting the tube 
plates at different angles, so that the several hori- 
zontal rows of tubes would not be originally of the 
same length, and the damaged tubes of the long rows 
would serve to replace the short ones : but the prac- 
tice would be attended with other inconveniences. 
Muriatic acid, or muriate of ammonia, commonly 
called sal-ammoniac, introduced into a boiler, prevents 
scale to a great extent ; but it is hable to corrode the 
boiler internally, and also to damage the engine, by 
being carried over with the steam ; and the use of such 
intermixtures does not appear to be necessary, if 
blowing off from the surface of the water is largely 
practiced. The soot which collects in the inside of 
the tubes of tubular boilers is removed by means of a 
brush, like a large bottle brush ; and the carbonaceous 
scale, which remains adhering to the interior of the 
tubes, is removed by a circular scraper. Ferules in 
the tubes interfere with the action of this scraper, and 
in the case of iron tubes ferules are now generally 
discarded ; but it will sometimes be necessary to use 
ferules for iron tubes, where tlie tubes have been 
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drawn and reinserted, as it may be difficult to refix the 
tubes without such an auxiliary. Tubes one-tenth of 
an inch in thickness are too thin : one-eighth of an inch 
is a better thickness, and such tubes will better dis- 
pense with the use of ferules, and will not so soon wear 
into holes. 

146. Q. — ^Will you explain the nature and cause of 
priming ? 

A. — Priming is a violent agitation of the water 
within the boiler, in consequence of which a large 
quantity of water passes off with the steam in the 
shape of froth or spray. Such a result is injurious, 
both as regards the efficacy of the engine, and the 
safety of the engine and boiler ; for the large volume 
of hot water carried by the steam into the condenser 
impairs the vacuum, and throws a great load upon the 
air pump, which diminishes the speed and available 
power of the engine ; and the existence of water with- 
in the cylinder, unless there be safety valves upon the 
cylinder to permit its escape, will very probably cause 
some part of the machinery to break, by suddenly 
arresting the motion of the piston when it meets the 
surface of the water, — the slide valve being closed to 
the condenser before the termination of the stroke, in 
all engines with lap upon the valves, so that the water 
within the cylinder is prevented from escaping in that 
direction. At the same time the boiler is emptied of 
its water too rapidly for the feed pump to be able to 
maintain the supply, and the flues are in danger of 
being burnt from a deficiency of water above them. 
The causes of priming are an insufficient amount of 
steam room, an inadequate area of water level, an in- 
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sufficient width between the flues or tubes for the 
ascent of the steam and the descent of water to supply 
the vacuity the steam occasions, and the use of dirty 
water in the boiler. New boilers prime more than 
old boilers ; and steamers entering rivers from the sea 
are more addicted to priming than if sea or river 
water had alone been used in the boilers — ^probably 
from the boiling point of salt water being higher than 
that of fresh, whereby the salt water acts like so much 
molten metal in raising the fresh water into steam. 
Opening the safety valve suddenly may make a boiler 
prime, and if the safety valve be situated near the 
mouth of the steam pipe, the spray or foam thus created 
may be mingled with the steam passing into the engine, 
and materially diminish its effective power ; but if the 
safety valve be situated at a distance from the mouth 
of the steam pipe, the quantity of foam or spray pass- 
ing into the engine may be diminished by opening the 
safety valve ; and in locomotives, therefore, it is found 
beneficial to have a safety valve on the barrel of the 
boiler at a point remote from the steam chest, by par- 
tially opening which, any priming in that part of the 
boiler adjacent to the steam chest is checked, and a 
purer steam than before passes to the engine. When 
a boiler primes, the engineer generally closes the 
throttle valve partially, turns off the injection water, 
and opens the furnace doors, whereby the generation 
of steam is checked, and a less violent ebullition in 
the boiler suffices. Where the priming arises from an 
insufficient amount of steam room, it may be mitigated 
by putting a higher pressure upon the boiler, and 
working more expansively, or by the interposition of 
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a peiforated plate between the boiler and the steam 
chest, which breaks the ascending water and liberates 
the steam. In some cases, however, it may be neces- 
sary to set a second steam chest on the tep of the 
existing one, and it will be preferable to establish a 
communication with this new chamber by means of a 
number of small holes, bored through the iron plate 
of the boiler, rather than by a single large orifice. 
Where priming arises from the existence of dirty 
water in the boiler, the evil may be remedied by the 
use of collecting vessels, or by blowing off largely 
from the surface ; and where it arises from an insuffi- 
cient area of water level, or an insufficient width be- 
tween the flues for the free ascent of the steam and 
the descent of the superincumbent water, the evil may 
be abated by the addition of circulating pipes in some 
part of the boiler which will allow the water to descend 
freely to the place from whence the steam rises, the 
width of the water spaces being virtually increased by 
restricting their function to the transmission of a cur- 
rent of steam and water to the surface. It is desirable, 
however, to arrange the heating surface in such a way 
that the feed water entering the boiler at its lowest 
point is heated gradually as it ascends, until towards 
the superior part of the flues it is raised gradually 
into steam ; and in boilers designed upon this principle, 
there will be less need for any special provision to 
enable currents to rise or descend. The steam pipe 
proceeding to the engine should obviously be attached 
to the highest point of the steam chest, in boilers of 
every construction. 

13* 
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147. Q. — ^Wbat is the chief cause of boiler ezplo- 
nions? 

A, — The chief cause of boiler explosions is, un- 
doubtedly, too great a pressure of steam, or an insuffi> 
cient strength of boiler; but many explosions have 
also arisen from the flues having been suffered to be- 
come red hot. If the safety valve of a boiler be 
accidentally jammed, or if the plates or stays be much 
worn by corrosion while a high pressure of steam is 
nevertheless maintained, the boiler necessarily bursts; 
and if from an insufficiency of water in the boiler, or 
from any other cause, the flues become highly heated, 
they may be forced down by the pressure of the steam, 
and a partial explosion may be the result. The worst 
explosion is where the shell of the boiler bursts, but 
the collapse of a furnace or flue is also very disastrous 
generally to the persons in the engine room, and some- 
times the shell bursts and the flues collapse at the 
same time ; for if the flues get red hot, and water be 
thrown upon them either by the feed pump or other- 
wise, the generation of steam may be too rapid for the 
safety valve to permit its escape with sufficient facility, 
and the shell of the boiler may in consequence be rent 
asunder. Sometimes the iron of. the flues becomes 
highly heated in consequence of the improper con- 
figuration of the parts, which by retaining the steam 
in contact with the metal, prevents the access of the 
water : the bottoms of large flues upon which the 
flame beats down, are very liable to injury from this 
cause, and the iron of flues thus acted upon may be 
so softened that the flues will collapse upwards with 
the pressure of the steam.. T\ie ^Mjea oi \ia\<bTe. \qsn^ 
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also become red hot in some parts from the attach- 
ment of scale, which from its imperfect conducting 
power will cause the iron to be unduly heated ; and if 
the scale be accidentally detached, a partial explosion 
may occur in consequence. It is found, however, that 
a sudden disengagement of steam does not immediately 
follow the contact of water with the hot metal, for 
water thrown upon red hot iron is not immediately 
converted into steam, but assumes the spheroidal form, 
and rolls about in globules over the surface. These 
globules, however high the temperature of the metal 
may be on which they are placed, never rise above 
the temperature of 205°, and give off but very little 
steam ; but if the temperature of the metal be lowered, 
the water ceases to retain the spheroidal form, and 
comes into intimate contact with the metal, whereby 
3 rapid disengagement of steam takes place. If water 
be poured into a very hot copper flask, the flask may 
be corked up, as there will be scarce any steam pro- 
duced so long as the high temperature is maintained ; 
but so soon as the temperature is suffered to fall below 
350° or 400°, the spheroidal condition being no longer 
maintainable, steam is generated with rapidity, and 
the cork will be projected from the mouth of the flask 
with great force. One useful precaution against the 
explosion of boilers from too great an internal pres- 
sure, consists in the application of a steam gauge to 
each boiler, which will make the existence of any un- 
due pressure in any of the boilers immediately visible ; 
and every boiler should have a safety valve of its own, 
the passage leading to which should have no connection 
with the passage leading to any ot ttift ^kVyj 'S^^R* 
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nsed to cut off the connection between the boilers ; so 
that the action of the safety valve may be made inde^ 
pendent of the action of the stop valve. In some cases 
stop valves have jammed, or have been carried from 
their seats into the mouth of the pipe communicating 
between them, and the action of the safety valves 
should be rendered independent of all such accidents. 
Safety valves, themselves, sometimes stick fest from 
corrosion, from the spindles becoming bent, from a 
distortion of the boiler top with a high pressure, m 
consequence of which the spindles become jammed in 
the guides, and fi-om various other causes which it 
would be tedious to enumerate; but the inaction of 
the safety valve is at once indicated by the steam 
gauge, and, when discovered, the blow-through valves 
of the engine and blow-off cocks of the boiler should 
at once be opened, and the fires raked out. A cone 
in the ball of the waste steam pipe to send back the 
water carried upwards by the steam, should never be 
inserted ; as in some cases this cone has become loose, 
and closed up the mouth of the waste steam pipe, 
whereby the safety valves being rendered inoperative 
the boiler was in danger of bursting. If the water be 
carried out of the boiler so rapidly by priming that 
the level of the water cannot be maintained, and the 
flues or furnaces are in danger of becoming red hot, 
the best plan is to open every furnace door and throw 
in a few buckets full of water upon the fire, talking 
care to stand sufficiently to the one side to avoid beingf 
scalded by the- rush of steam from the furnace. Tliere 
is no time to begin drawing t\ie ^xe^ Vcv «waV tccv ^xofir- 
^ncy, and by this trealment t\i^ ^^^^, ^wv^ \ssi\ 
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altogether extinguished, will be rendered incapable of 
doing harm. If the flues be already red hot, on no 
account must cold water be suffered to enter the boiler, 
but the heat should be maintained in the furnaces, and 
the blow-off cocks be opened, or the mud-hole doors 
loosened, so as to let all the water escape ; but at the 
same time the pressure must be kept quite low in the 
boiler, so that there will be no danger of the hot flues 
collapsing with the pressure of the steam. Plugs of 
fusible metal were at one time in much repute as a 
precaution against explosion, the metal being so com- 
pounded that it melted with the heat of high-pressure 
steam ; but the device, though ingenious, has not been 
found of any utility in practice. The basis of fusible 
metal is mercury, and it is found that^ the compound 
is not homogeneous, and that the mercury is forced 
by the pressure of the steam out of the interstices of 
the metal combined with it, leaving a porous metal 
which is not easily fusible, and which is therefore un- 
able to perform its intended fimction. In locomotives, 
however, and also in wnne other boilers, a lead rivet 
is inserted with adTantage in the crown of the fire 
box, which is melted oat if the water becomes too low, 
and thus gives notiee of the danger. All boilers in 
actual use should be proved at least once a year by 
forcing water into them by the hand feed-pump until 
the safety valve is lifted, which should be loaded with 
at least twice the working pressure for the occasion. 
If a boiler will not stand this test it is not safe, and 
either its strength should be increased or the working 
pressure should be diminished. 
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made of iron, should be welded rather than riveted, as 
the rivet heads are liable to be burnt away by the 
action of the fire ; and when the fire boxes are square 
each nde should consist of a single plate, turned over 
at the edges with a radius of 3 inches, for the intro- 
duction of the rivets. The space between the ex- 
ternal and internal fire boxes forms a water space, 
which must be stayed every 4^ or 5 inches by means 
of copper or iron stay-bolts, screwed through the 
outer fire box into the metal of the inner fire box, and 
securely riveted within it : iron stay-bolts are as 
durable as copper, and their superior tenacity gives 
them an advantage. The tube plates are generally 
made from five-eighths to three-fourths of an inch 
thick; but seven-eighths of an inch thick appears to 
be preferable, as when the plate is thick the holes will 
not be so liable to change their figm^e during the pro- 
cess of femhng the tubes: the distance between the 
tubes should never be made less than three-fourths of 
an inch, and the holes should be slightly tapered, so 
as to enable the tubes to hold the tube plates together. 
The ferules are for the most part made of steel at the 
fire box end, and of wrought-iron at the smoke box 
end, though ferules of malleable cast-iron have in 
some cases been used with advantage ; malleable 
cast-iron ferules are almost as easily expanded when 
hammered cold upon a mandril, as the common 
wrought-iron ones are at a working heat. Spring- 
steel, rolled with a feather-edge, to facilitate its con- 
version into ferules, is supplied by some of the steel 
makers of Sheffield, and it appears expedient to make 
use of steel thus prepared when steel lerviDL^ «i^ ^t^t 
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r'ov--.i. Tlie rv-^f of the internal fire box, whether 
f. .: :;> :r. Siephvr.sor/s oni^inos, or dome-shaped as in 
Fu-^-'s. :\\vj::n»< to be stiffened with cross stay -bars; 
Vu: :r.-^ VAr> rvojuire to be stronger and more numerous 
wr.:r. r-rrlU^d to a flat surface. The ends of these 
s:.;-. -biirs tv^: aK^ve the vertical sides of the fire box; 
ar..: :o :ht» stay-b«irs ihus extending across the crown, 
iV.o v:n>wr. is attached at intervals hj means of stay- 
K'':>. Tr.cTV ar\* projecting bosses upon the stay-bare 
or.::r:'.:r.j: ihe K^Us at every point where a bolt goes 
lhro;:^h. bu: in the other parts they are kept clear of 
I ho rrv K>x crv»wn, so as to permit the access of water 
to :he irv^n : and. with the ww of facilitating the as- 
wn! of the steam, the Km torn of each stav-bar should 
K* sharpened away in thi.^se parts where it does not 
tov.x'h iho Kx!er. The internal and external fire boxes 
art* joir.od tOiro:hor at the lM>ttom by a s: shaped iron, 
a"vl round tV.e tiro-d^x^r thov are connected bv means 
ot" a copjHT rin|X 1 J in. thick, and 2 in. broad ; the 
inner fire K^x IviniT dished sufficiently outwards at 
th:it point, and the outer fire box suflSciently inwards, 
to enable a circle of ri\'ets three-fourths of an inch in 
di:unoier passint: through the copper ring and the two 
tliicknosses of iron to make a water-tight joint. To 
fiiul the pn^jvr length of l\ar requisite for the formation 
of a hoop of any given diameter, add the tliickness of 
the Iwr to the ri\]uiivd diameter, and the corresponding 
circumference in a table of circumferences of circles is 
the length of the bar. If the iron be bent edgewise, 
the breadth of the bar must be added to the diameter; 
for it is the thickness of the bt\T Tcve«fi.\ixed raduiUv that 
is to he taken into coTvs\doTvv\.\oxv. \Ti ^^ >c«<is» ^ 
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railway wheels, which have a flange on oDie edge, it is 
necessary to add not only the thickness of the tire, hut 
also two-thirds of the depth of the flange ; generally, 
however, the tire hars are sent from the forge so 
curved, that the plain edge of the tire is concave, and 
the flange edge convex, while the side which is after- 
wards to he hent into contact with the cylindrical 
surface of the wheel is a plane. In this case the ad- 
dition of the diameter of two-thirds of the depth of 
the flange is imnecessary ; for the curving of the 
flange edge has the effect of increasing the real length 
of the bar. When the tire is thus curved, it is only 
necessary to add the thickness of the hoop to the dia- 
meter, and then to find the circumference from a table ; 
or the same result will be obtained by multiplying 
the diameter thus increased by the thickness of the 
hoop by 31416. 

149. Q. — ^Are locomotive boilers provided with a 
steam chest ? 

A, — The upper portion of the external fire box is 
usually formed into a steam chest, which is sometimes 
dome-shaped, sometimes semi-circular, and sometimes 
of a pyramidical form, and from this steam chest the 
steam is conducted away by an internal pipe to the 
cylinders ; but, in other cases, an independent steam 
chest is set upon the barrel of the boiler, consisting of 
a plate-iron cylinder, 20 inches in diameter, 2 ft. high, 
and three-eighths of an inch thick, with a dome-shaped 
top, and with the seam welded and the edge turned 
over to form a flange of attachment to the boiler. The 
pyramidical dome, of the form employed in Stephen- 
son's locomotives, presents a consideYB.\Ae ex\.^\x\. ^ 
Sat surface to the pressure of the steam, mA \\»&^^ 
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surface requires to be very strongly stayed with angle 
irons and tension rods ; whereas the semi-globular 
dome of the kind employed in Bury's engines reqtdres 
no staying whatever. The man-hole, or entrance into 
the boiler, consists of a circular or oval aperture, of 
about 15 in. diameter, placed in Bury's locomotive at 
the apex of the dome, and in Stephenson's upon the 
front of the boOer, a few inches below the level of the 
rounded part ; and the cover of the man-hole in Bury's 
engine contains the safety valve seats. In whatever 
situation this man-hole is placed, the surfaces of the 
ring encircling the hole, and of the internal part of the 
door or cover, should be accurately fitted together by 
scraping or grinding, so that they need only the inter- 
position of a little red lead to maks them quite tight 
when screwed together. Lead or canvas joints, if of 
any considerable thickness, will not long withstand the 
action of high pressure steam ; and the whole of the 
joints about a locomotive should be such that they re- 
quire nothing more than a little paint or putty, or a 
ring of wire-gauze smeared with white or red lead, to 
make them perfectly tight. There must be a mud- 
hole opposite the edge of each water space, if the fire 
box be square, to enable the boiler to be easily cleaned 
out, and these holes are most conveniently closed by 
screwed plugs made slightly taper. A cock for empty- 
ing the boiler is usually fixed at the bottom of the 
fire box ; and it should be so placed as to be accessible 
when the engine is at work, in order that the engine 
driver may blow off some water if necessary ; but it 
must not be in such a position as to send the water 
blown off among the macbinery , ^^a \\. tcc^X. ^«rr^ ^"n<A 
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or grit into the bearings, to their manifest injury. To 
■aye the steam which is formed when the engine is 
stationary, a pipe is usually fitted to the boiler, which, 
on a cock being turned, conducts the steam into the 
water in the tender, whereby the feed water is heated, 
and less fuel is subsequently required. This method 
of disposing of the surplus steam may be adopted when 
the locomotive is descending inclines, or on any occa- 
sion where more steam is produced than the engine 
can consume. The fire bars in locomotives have al- 
ways been a source of trouble, as, from the intensity 
of the heat in the furnace, they become so hot as to 
throw off a scale, and to bend under the weight of the 
fuel. The best alleviation of these evils lies in making 
the bars deep and thin : 4 inches deep by five-eighths 
of an inch thick on the upper side, and three-eighths of 
an inch on the imder side, are found in practice to be 
good dimensions. In some locomotives, a frame carrying 
a number of fire bars is made so that it may be dropped 
suddenly by loosening a catch ; but it is found that 
any such mechanism can mely be long kept in work- 
ing order, as the molten clinker, by running down be- 
tween the frame and the boiler, will generally glue the 
frame into its place : it is therefore found preferable 
to fix the frame, and to lift up the bars by the dart 
used by the stoker, when any cause requires the fire 
to be withdrawn. The furnace bars of locomotives are 
always made of malleable iron ; and for every species 
of boiler malleable iron bars are to be preferred to 
bars of cast-iron, as they are more durable, and may, 
from their thinness^ be set closer together, ^\iCT^^ ^<ft 
small coal or coke ia saved that would ot\ier«S&i& ^"^ 
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into the ash-pit. The ash-box of locomotives is made 
of plate-iron a quarter thick: it should not be lett. 
than 10 in. deep, and its bottom should be about 9 in, 
above the level of the rails. The chimney of a loco- 
motive is made of plate-iron one-eighth of an i&ch 
thick : it is usually of the same diameter as the cylin- 
der, and must not stand more than 14 ft. high above 
the level of the rails. 

150. Q. — ^What is the best diameter for the tubes 
of locomotive boilers ? 

A. — Bury's locomotive with 14 in. cylinders contains 
92 tubes of 2|^th in. external diameter, and 10 ft. 6 in. 
long; whereas Stephenson's locomotive with 15 in. 
cylinders, contains 150 tubes of l|th8 external diame- 
ter, and 13 ft. 6 in, long. In Stephenson's boiler, in order 
that the part of the tubes next the chimney may be 
of any avail for the generation of steam, the draught 
has to be very intense, which in its turn involves a 
considerable expenditure of power ; and it is question- 
able whether the increased expenditure of power upon 
the blast, in Stephenson's long tubed locomotives, is 
compensated by the increased generation of steam 
consequent upon the extension of the heating surface. 
When the tubes are small in diameter they are apt to 
become partially choked with pieces of coke, but an 
internal diameter of If may be employed without 
inconvenience, if the draught be of medium intensity. 
The intensity of the draught may easily be diminished 
by partially closing the damper in the chimney, and 
it may be increased by contracting the orifice of the 
blast. A variable blast pipe, the orifice of which may 
he eniarged or contracted at ^\<i»&\xre, S& w^n^ tcwjcJx 
used. There are various deVicea iox \>D[\%\^\«\io^^>\i\3^ 
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the best appears to be that adopted in Stephenson's 
engine, where a conical nozzle is moved up or down 
within a blast pipe, which is made somewhat larger 
in diameter than the base of the cone, but with a ring 
projecting internally, against which the base of the 
cone abuts when the nozzle is pushed up. When the 
nozzle stands at the top of the pipe the whole of the 
steam has to pass through it, and the intensity of the 
blast is increased by the increased velocity thus given 
to the steam ; whereas when the nozzle is moved down- 
ward the steam escapes through the annular opening 
left between the nozzle and the pipe, as well as through 
the nozzle itself, and the intensity of the blast is di- 
minished by the enlargement of the opening for the 
escape of the steam thus made available. In most 
locomotives the velocity of the draught is such that it 
would require very long tubes to extract the heat 
from the products of combustion, if the heat were 
transmitted through the metal of the tubes with only 
the same facility as through the iron of ordinary flue 
boilers, and if it were required at the same time that 
the heat should be as thoroughly extracted. The 
Nile steamer, with engines of 110 nominal horses power 
each, and with two boilers having two independent 
flues in each, of such dimensions as to make each flue 
equivalent to 65 nominal horses power, works at 62 
per cent above the nominal power, so that the actual 
evaporative efl&cacy of each flue would be equivalent 
to 89 actual horses power, supposing the engines to 
operate without expansion ; but as the mean pressure 
in the cylinder is somewhat less than t\ie m\\A2iX ^'WWr 
sore, the evaporative efficacy of each, ^vva xckSb^ \ife 
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reckoned equivalent to 80 actual horses power. "V^tli 
this evaporative power there is a calorimeter of 990 
square inches, or 12*3 square inches per actual horse 
power ; whereas in Stephenson's locomotive with 150 
tubes, if the evaporative power be taken at 200 cubic 
feet of water in the hour, which makes the engine 
equal to 200 actual horses power, and the internal 
diameter of the tubes be taken at thirteen eighths of 
an inch, the calorimeter per acinal horse jpower will 
only be 1*1136 square inches; or, in other Words, the 
calorimeter in the locomotive boiler will be 11*11 times 
less than in the flue boiler for the same power, so that 
the draught in the locomotive must be 11*11 times 
stronger, and the ratio of the length of the tube to its 
diameter 11*11 times greater than in the flue boiler, 
supposing the heat to be transmitted with only the 
same facility. The flue of the Nile, as stated in the 
answer to Question 93, would require to be 35^ in. in 
diameter, if made of the cylindrical form, and 47|- ft. 
long : the tubes of a locomotive if l|th in. in diameter 
would only require to be 22*19 in. long with the same 
velocity of draught ; but as the draught is 11*11 times 
faster than in a flue boiler, the tubes ought to be 
246*568 inches, or about 20 J ft. long according to this 
proportion. In practice, however, they are one-third 
less than this, which reduces the heating surface from 9 
to 6 square feet per actual horse power, and this length 
even is found to be inconvenient. It is greatly pre- 
ferable therefore to increase the calorimeter, and di- 
minish the intensity of the draught. 

161. Q. — You have mentioned the existence of the 
steam gauge, the vacuum gauge, the salt gauge, and the 
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indicator ; what other gauges or instruments are there for 
telling the state, or regulating the power, of an engine ? 
A, — ^There is the counter for telling the number 
of strokes the engine makes, and the dynamometer for 
ascertaining the tractive power of steam vessels or 
locomotives ; then there are the gauge cocks, and glass 
tubes, or floats, for telling the height of water in the 
boiler ; and in pummng engines there is the cataract 
for regul^tilig the speed of the engine. The counter 
consists cca train of wheel work, so contrived that by 
every stroke of the engine, an index hand is moved 
forward a certain space, whereby the number of strokes 
made by the engine in any given time is accurately 
recorded. In most cases the motion is communicated 
by means of a detent, attached to some reciprocating 
part of the engine, to a ratchet wheel which gives 
motion to the other wheels in its slow revolution : but 
it is preferable to derive the motion from some revolv- 
ing part of the engine by means of an endless screw, 
as where the ratchet is used the detent will sometimes 
fail to carry it round the proper quantity. In the 
counter contrived by Mr. Adie, an endless screw 
works into the rim of two small wheels situated on 
the same axis, but one wheel having a tooth more 
than the other, whereby a differential motion is ob- 
tained ; and the difference in the velocity of the two 
wheels, or their motion upon one another, expresses 
the number of strokes performed. The endless screw 
is attached to some revolving part of the engine 
whereby a rotary motion is imparted to it; and the 
wheels into which the screw works hang down from 
it like a pendulum, and are kept stationary by tho 
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action of gravity. The dynamometer employed for 
ascertaining the traction upon railways consists of 
two flat springs joined together at the ends by links, 
and the amount of separation of the springs at the 
centre indicates, by means of a suitable hand and dial, 
the force of traction. In screw vessels the forward 
thrust of the screw is measured by a dynamometer 
constructed on the principle of a weighing machine, 
in which a small spring pressuxe at the index will 
balance a very great pressure where the t&rpst is ap- 
plied; and in each case the variations of pressure 
are recorded by a pencil, on a sheet of paper, carried 
forward by suitable mechanism, whereby the mean 
thrust is easily ascertained. The tractive force of 
paddle wheel steamers is ascertained by a dynamo- 
meter fixed on shore, to which the floating vessel is 
attached by a rope. By means of the glass tubes 
affixed to the fronts of boilers the height of the water 
within any of the boilers is readily ascertainable, for 
the water will stand at the same height in the tube 
as in the boiler, with which there is a communication 
maintained both at the top and bottom of the tube by 
suitable stop-cocks. The gauge cocks are cocks pene- 
trating the boiler at diflerent heights, and which when 
opened tell whether it is water or steam that exists 
at the level at which they are respectively inserted. 
The cocks connecting the glass tube with the boiler 
should always be so constructed that the tube may be 
blown through with the steam, to clear it of any in- 
ternal concretion that may impair its transparency ; 
and the construction of the sockets in which the tube 
is inserted should be such, that, even when there is 
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steam in the boiler, a broken tube may be replaced 
with facility. It is imsafe to trust to the glass gauges 
altogether, as a means of ascertaining the water level, 
as sometimes they become choked, and it is necessary, 
therefore, to have gauge cocks in addition ; but if the 
boiler be short of steam, and a partial vacuum be pro- 
duced within it, the glass gauges become of essential 
service, as the gauge cocks will not operate in such 
a case, ioac though opened, instead of steam and water 
escaping from them, the air will rush into the boiler. 
It is expedient to carry a pipe from the lower end of 
the glass tube downward into the water of the boiler, 
and a pipe from the upper end upward into the steam 
in the boiler, so as to prevent the water from boiling 
down through the tube, as it might otherwise do, and 
prevent the level of the water from being ascertainable. 
The average level of water in the boiler should be 
above the centre of the tube, and the lowest of the 
gauge cocks should always run water, and the highest 
should always blow steam. The float for telling the 
height of water in the boiler is employed only in the 
case of land boilers, and its action is like that of a 
buoy floating on the surface, which, by means of a light 
rod passing vertically through the boiler, shows at 
what height the water stands. The float is usually 
formed of stone or iron, and is so counterbalanced as 
to make its operation the same as if it were a buoy of 
limber ; and it is generally put in connection with the 
feed valve, so that in proportion as the float rises, the 
supply of feed water is diminished. The feed water 
in land boilers is admitted from a small open cistern^ 
situated at the top of an upright or stand pipe se^ 
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upon the boiler, and in which there is a column of 
water sufiGiciently high to balance the pressure of the 
steam. The water is sent up into the small cistern 
by the force pump, and any that does not gain admis- 
sion to the boUer through the valve in the cistern, 
runs to waste by an overflow shoot. The height of 
the water in the stand pipe rises and falls with the 
pressm^ of the steam, and a float is therefore placed 
within it to operate upon the damper, which, when 
the level of the water rises, from the pressure of the 
steam becoming strong, partially closes the damper, 
and thus moderates the intensity of the fire. The 
cataract consists of a small pump-plunger and barrel, 
set in a cistern of water, the barrel being furnished 
on the one side with a valve opening inwards, through 
which the water obtains admission to the pump cham- 
ber from the cistern, and on the other by a cock 
through which, if the plunger be forced down, the 
water must pass out of the pimip chamber. The en- 
gine in the upward stroke of the piston, which is ac- 
complished by the preponderance of weight at the 
pump end of the beam, raises up the plunger of the 
cataract by means of a small rod, the water entering 
readily through the valve already referred to ; and 
when the engine reaches the top of the stroke, it 
liberates the rod by which the plunger has been drawn 
up, and the plunger then descends by gravity, forcing 
out the water through the cock, the orifice of which 
has previously been adjusted, and the plunger in its 
descent opens the injection valve, which causes the 
engine to make a stroke. If the cock of the cataract 
be shut, it is clear that the plunger cannot descend at 
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all, and as in that case the injection valve cannot be 
opened, the engme must stand still ; but if the cock 
be slightly opened the plunger will descend slowly, 
the injection valve will slowly open, and the engine will 
make a gradual stroke as it obtains the water neces- 
sary for condensation. The extent to which the cock 
is open, therefore, will regulate the speed with which 
the engine works, so that by the use of the cataract, 
the speed of the engine may be varied to suit the 
variations in the quantity of water required to be 
lifted from the mine. In some cases an air cylinder, 
and in other cases an oil cylinder, is employed instead 
of the apparatus just described ; but the principle on 
which the whole of these contrivances operate is iden« 
tical, and the only difference is in the detail. 

152. Q, — ^Will you explain the course of procedure 
in the erection of a pumping engine, such as is used in 
Cornwall ? 

A, — Having fixed on the proper situation of the 
pump in the pit, from its centre measure out the 
distance to the centre of the cyUnder, from which set 
off all the other dimensions of the house, including the 
thickness of the walls, and dig out the whole of the in- 
cluded ground to the depth of the bottom of the cellar, 
60 that the bottom of the cylinder may stand on 'a level 
with the natural ground of the place, or lower if con- 
venient ; for the less the height of the house above 
the ground, the firmer it will be. The foundanons of 
the walls must be laid at least two feet low^g^han the 
bottom of the cellar, unless the foundation be firm 
rock ; and care must be taken to leave a small drsun 
into ihe pit quite through the lowest part of the 



168 A CATECHISM OF 

foundation of the lever wall, to let off any water that 
may be spilt in the engine house, or may naturally 
come into the cellar. If the foundation at that depth 
does not prove good, you must either go down to a 
better, if in your reach, or make it good by a platform 
of wood or piles, or both. Within the house, low 
walls must be built to carry the cylinder beams, so as 
to leave sufficient room to come at the holding-down 
bolts, and the ends of these beams must also be lodged 
m the wall. The lever wall must be built in the firmest 
manner, and run solid, course by course, with thin 
lime mortar, care being taken that the lime has not 
been long slaked. If the house be built of stone, let 
the stones be large and long, and let many headers be 
laid through the wall : it should also be a rule, that 
every stone be laid on the broadest bed it has, and 
never set on its edge. A course or two above the 
lintel of the door that leads to the condenser, build in 
the wall two parallel flat thin bars of iron equally 
distant from each other, and from the outside and in- 
side of the wall, and reaching the whole breadth of 
the lever wall. About a foot higher in the wall, lay 
at every four feet of the breadth of the front, other 
bars of the same kind at right angles to the former 
course, and reaching quite through the thickness of the 
wall ; and at each front corner lay a long bar in the 
middle of the side walls, and reaching quite through 
the front wall : if these bars are 10 ft. or 12 ft. long it 
will be sufficient. When the house is built up nearly 
to the bottom of the opening under the great beam, 
another double course of bars is to be built in, as has 
been directed. At the \eve\ oi V^c^^ \jL^^«t ^^"^isA^Bt 
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beams, boles must be left in the walls for their ends, 
with room to move them laterally, so that the cylinder 
may be got in ; and smaller holes must be left quite 
through the walls for the introduction of iron bars, 
which being firmly fastened to the cyhnder beams at 
one end, and screwed at the other or outer end, will 
serve, by their going through both the front and back 
walls, to bind the house more firmly together. The 
spring beams or iron bars fastened to them, must reach 
quite through the back wall, and be keyed or screwed 
up tight ; and they must be firmly fastened to the lever 
wall on each side, either by iron bars, firm pieces of 
wood, or long strong stones, reaching far back into the 
wall. They must also be bedded solidly, and the 
residue of the opening must be built up in the firmest 
manner. If there be no water in the neighborhood 
that can be employed for the purpose of condensation, 
it will be necessary to make a pond, dug in the earth, 
for the reception of the water delivered by the air 
pump, to the end that it may be cooled and used again 
for the engine. The pond may be 3 ft. or 4 ft. deep, 
and lined with turf, puddled, or otherwise made water 
tight. Throwing up the water into the air in the 
form of a jet to cool it, has been found detrimental ; 
as the water is then charged with air which vitiates 
the vacuum. To pack the piston, take 60 common- 
sized white or untarred rope-yarns, and with them 
plait a gasket or fiat rope as close and firm as possible, 
tapering for 18 in. at each end, and long enough to go 
round the piston, and overlapped for that length ; coil 
this rope the thin way as hard as possible, and beat it 
with a sledge hammer until its bieaditYL ^x&'s^^'c^ ^^ 
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valve to open and remain open ; otherwise a partial va- 
cuum may arise in the cylinder, and it may be filled 
with water from the injection or from leaks. A single 
acting engine, when it is in good order, ought to be 
capable of going as slow as one stroke in ten min- 
utes, and as fast as ten strokes in one minute ; and 
if it does not fulfil these conditions, there is some fault 
which shoidd be ascertained and remedied. In the 
modem Cornish engines the steam is used very ex- 
pansively, and a high pressure of steam is employed. 
In some cases a double-cyhnder engine is used, in 
which the steam, after having given motion to a small 
piston on the principle of a high pressure engine, passes 
into a larger cylinder, where it operates on the principle 
of a condensing engine ; but there is no superior 
efiect gained by the use of two cylinders, and there is 
greater complexity in the apparatus. Instead of the 
lever walls, cast-iron columns are now frequently used 
for supporting the main beam ; and the cylinder end 
of the main beam is generally made longer than the 
pump end, so as to enable the cylinder to have a long 
stroke, and the piston to move quickly, without com- 
municating such a velocity to the pump buckets as 
will make them work with such a shock as to wear 
themselves out quickly. A high pressure of steam, 
too, can be employed where the stroke is long, without 
involving the necessity of making the working parts of 
such large dimensions as would otherwise be necessary ; 
for the strength of the parts of a single acting engine 
will require to be much the same, whatever the length 
of the stroke may be. The pump now universally 
preferred is the plunger pump, which admits of being 
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packed or tightened while the engine is at work ; but 
the lowest lift of a mine is generally supplied with a 
pump on the suction principle, both with the view of 
enabling the lowest pipe to follow the water with 
facility as the shaft is sunk deeper, and to obviate the 
inconvenience of the valves of the pump being ren- 
dered inaccessible by any flooding in the mine. The 
pump valves of deep mines are a perpetual source of 
expense and trouble, as, from the pressure of water 
upon them, it is difficult to prevent them from closing 
with violence ; and many expedients have been con- 
trived to mitigate the evil, of which the valve known 
as Harvey and West's valve has perhaps gained the 
widest acceptation. This valve is a compromise be- 
tween the equilibrium valve, of the kind employed for 
admitting the steam to and from the cyMnder in single 
acting engines, and the common spindle valve formerly 
used for that purpose ; and to comprehend its action, 
it is necessary that the action of the equilibrium valve 
should first be understood. This valve consists sub- 
stantially of a cylinder open at both ends, and capable 
of sliding upon a stationary piston fixed upon a rod 
the length of the cylinder, which proceeds from the 
centre of the orifice the valve is intended to close. It 
is clear, that when the cylinder is pressed down until its 
edge rests upon the bottom of the box containing it, the 
orifice of the pipe must be closed, as the steam can neither 
escape past the edge of the cylinder nor between the 
cylinder and the piston ; and it is equally clear, that 
as the pressure upon the cylinder is equal all around it, 
and the whole of the downward pressure is maintained 
by the stationary piston, the cyUnder can be raised or 
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lowered without any further exertion of force than is 
necessary to overcome the friction of the piston and of 
the rod by which the cylinder is raised. Instead of 
the rubbing surface of a piston, however, a conical 
valve-face between the cylinder and piston is em- 
ployed, which is tight only when the cylinder is in its 
lowest position ; and there is a similar face between 
the edge of the cylinder and the bottom of the box in 
which it is placed. The moving part of the valve, 
too, instead of being a perfect cylinder, is bulged out- 
wards in the middle, so as to permit the steam to es- 
cape past the stationary piston when the cylindrical 
part of the valve is raised. It is clear, that if such a 
valve were applied to a pump, no pressure of water 
within the pump would suffice to open it, neither 
would any pressure of water above the valve cause it 
to shut with violence ; and if an equiUbrium valve, 
therefore, be used as a pump valve at all, it must be 
opened and shut by mechanical means. In Harvey 
and West's valves, however, the equilibrium principle 
is only partially adopted ; the lower face is considerably 
larger in diameter than the upper face, and the diflfer- 
ence constitutes an annulus of pressure, which will 
cause the valve to open or shut with the same force as 
a spindle valve of the area of the annulus. To deaden 
the shock still more eflFectually, the lower face of the 
valve is made to strike upon end wood driven into an 
annular recess in the pump bucket ; and valves thus 
constructed work with very little noise or tremor ; but 
it is found in practice, that the use of Harvey and 
West's valve, or any contrivance of a similar kind, 
Adda materially to the load u^on Wi^ ^mxcv^. \cL^bK>»\s!L<^ 
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cases canvas valres similar to those referred to in 
page 68 are used for pumps with the eflFect of ma- 
terially mitigating the shock ; but they require frequent 
renewal, and are of inferior eligibility in their action 
to the side yalve, which might be applied to pumps 
without inconyenience. The centrifugal pump, how- 
ever, threatens to supersede pumps of every other 
kind ; and if the centrifugal pump be employed, there 
will be no necessity for pump vsdves at all. Indeed, 
it appears probable, that by working a common recip- 
rocating pump at a high speed, a continuous flow of 
water might be maintained through the pipes in such 
a way as to render the existence of any valves super- 
fluous. The best form of the centrifugal pump appears 
to be that in which the arms diverge from the bottom, 
like the letter V. Such pumps both draw and force : 
and by arranging them in a succession of lifts in the 
shaft of the mine, the water may be drawn without in- 
convenience from any depth. The introduction of 
the centrifugal pump will obviously extinguish the 
single acting engine, as rotative engines working at a 
high speed will be the most appropriate form of engine 
where the centrifugal pump is employed. The single 
acting engine, indeed, is a remnant of engineering bar- 
barism which must now be superseded by more com- 
pendious contrivances. The Cornish engines, though 
rudely manufactured, are very expensive in production, 
as a large engine does but little work ; whereas, by 
employing a smaller engine, moving with a high speed, 
the dimensions may be so far diminished that the most 
refined machinery may be obtained at less than the 
present cost. It is a mistake to suppose that there is 
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any peculiar virtue in the exisiting form of Cornisli 
engine to make it economical in fuel, or that a less 
lethargic engine would necessarily be less efl&cient. 
The large duty of the engines in Cornwall is traceable 
to the large employment of the principle of expansion, 
and to a few other causes which may be made of quite 
as decisive efficacy in smaller engines working with a 
quicker speed ; and there is therefore no argument in 
the performance of the present engines against the pro- 
posed substitution. 

153. Q, — What description of rotative engine do 
you consider the best ? 

A. — The oscillating engine appears to me the best 
form of rotative engine yet introduced, and I would 
prefer it to any other in every case where a rotary 
motion is required. For land purposes it is simpler 
and more compact than the common beam engine ; for 
steam vessels it appears to be preferable to the side 
lever engine, as well as to any of the other forms of 
direct action engines yet introduced ; and for locomo- 
tives its employment seems to promise the advantage 
of diminishing the mass of reciprocating material, 
whereby there will be less of the sinuous or oscillating 
motion, by which the safety of railway trains is some- 
times endangered. The chief varieties of direct action 
engines used for steam vessels, besides the oscillating 
engine, are, the Gorgon engine, with the connecting 
rod reaching from the top of the piston rod to the 
crank situated above it; the Steeple engine, with the 
connecting rod above the crank ; and the Annular and 
Siamese engines of Maudslay. The Gorgon engine 
has the disadvantage oi \xtfiOTiN«viv«iv\^^ x«ss«!k!^ >5w^ 
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shaft to give room for the stroke, whereby a large 
paddle wheel becomes neeessary; and with a large 
wheel there must either be a great deal of slip, or the 
engines must work but slowly. The Steeple engine 
has the inconvenience of protruding a large portion of 
the machinery above the deck ; and the Annular and 
Siamese engines have peculiar complications, which 
render them inferior to the oscillating engine for every 
purpose. Against the oscillating engine itself various 
objections have been brought at various times : — the 
cylinder, it was said, would become oval, the trunnion 
bearings would be liable to heat and the trunnion 
joints to leak, the strain upon the trunnions would be 
apt to bend in or bend out the sides of the cylinder, 
and the circumstance of the cylinder being fixed across 
its centre, while the shaft requires to accommodate 
itself to the working of the ship, might be the occasion 
of such a strain upon the trunnions as would either 
break them or bend the piston rod- It is a sufficient 
reply to these objections to say that they are all hypo- 
thetical, and that none of them in practice have been 
found to exist — to such an extent at least as to occa- 
sion any inconvenience ; but it is not difficult to show 
th&t they are altogether unsubstantial^ even without a 
recourse to the disproofs afforded by experience. 
There is, no doubt, a tendency in oscillating engines 
for the cylinder and the stuffing-box to become oval, 
but after a number of years' wear it is found that the 
amount of ellipticity is less than what is found to 
exist in the cylinders of side-lever engines after a 
similar trial. The resistance opposed by fnfitvM\. ta 
Ihe oscillation of the cyUnder is so sana^ XXi^aX ^ \&as^ 
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gists of an upper and lower frame of cast-iron, bound 
together by eight malleable iron columns : upon the 
lower frame the pillow blocks rest which cany the 
cylinder trunnions, and the condenser and the bottom 
frame are cast in the same piece. The upper frame 
supports the paddle shaft pillow blocks; and pieces 
are bolted on in continuation of the upper frame to 
carry the paddle wheels, which are overhung from the 
jonnial. The web, or base plate, of the lower frame 
is j^ of an inch thick, and a cooming is carried all 
round the cylinder, leaving an opening of sufficient 
mze to permit the necessary oscillation. The cross 
section of the upper frame is that of a hollow beam 
6 in. deep, and about 3^ in. wide, with holes at the 
sides to take out the core ; and the thickness of the 
metal is i[-|ths of an inch. Both the upper and the 
lower frame is cast in a single piece, with the ex- 
ception of the continuations of the upper frame, 
which support the paddle wheels. An oval ring 
3 in. wide is formed in the upper frame, of sufficient 
size to permit the working of the air pump crank; 
and from this ring feathers run to the ends of the 
cross portions of the frame which support the in- 
termediate shaft journals. The columns are 1^ in. 
in diameter ; they are provided with collars at the 
lower ends, which rest upon bosses in the lower 
frame, and with collars at the upper ends for support- 
ing the upper frame ; but the upper collars of two of 
the comer columns are screwed on, so as to enable 
tlic columns to be drawn up when it is required to get 
the cylinders out. The cross section of the bottom 
frame is also of the form ol aVio^a^ \>QiaaKi,^\s^.. \^fc^^ 
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except in the region of the condenser, where it is, of 
course, of a different form ; the depth of the boss for 
the reception of the columns is a little more than 7 in. 
deep on the lower frame, and a little more than 6 in. 
deep on the upper frame ; and the holes through them 
are so cored out, that the columns only bear at the 
upper and lower edges of the hole, instead of all 
through it — a formation by which the fitting of the 
columns is facilitated. The condenser, which is cast 
upon the lower frame, consists of an oval vessel 22^ • 
in. wide, by 2 ft. 4^ in. long, and 1 ft. 10 J in. deep ; 
it stands 9 in. above the upper face of the bottom 
fi^me, the rest projecting beneath it ; and it is en- 
larged at the sides by being carried beneath the trun- 
nions. The air pump, which is set in the centre of 
the condenser, is 15^ in. in diameter, and has a stroke 
of 11 in. The foot valve is situated in the bottom of 
the air pump, and consists of a disc of brass, in which 
there is a rectangular flap valve, but rounded on one 
side to the circle of the pimip, opening upwards, and 
so balanced as to enable the valve to open with facil- 
ity ; and the balance weight, which is formed of 
brass cast in the same piece as the valve itself, oper- 
ates as a stop, by coming into contact with the disc 
which constitutes the bottom of the pump when the 
valve has opened sufficiently. This disc is bolted 
to the bottom of the pump by means of an internal 
flange, and before it can be removed the pump must 
be lifted out of its place. The air pump barrel is 
of brass, to which is bolted a cast-iron mouth piece, 
with a port for caiTyiqg the walet V> ^^ \tfi\» ns^n 
and within the hot well the dcSmvy '^i^:^^> 'sr^^ 

16 



THE STEAM ENGINE. ^ 185 

inder is |^ of an inch, and its projection If in. ; the 
height of the cylinder stuffing-box, above the cylinder 
cover is 4|- in., and its external diameter 4|^ in. — 
the diameter of the piston rod being 2^ in. ; and the 
thickness of the stuffing-box flange is l^ in. The 
length of the valve casing is 16^ in., and its projection 
from the cylinder is 3^ in. at the top, 4^ in. at the 
centre, and 2 J in. at the bottom, so that the back of 
the valve casing is not made flat, but is formed in a 
curve. The width of the valve casing is 9 in., but 
there is a portion the depth of the belt l^in. wider, 
to permit the steam to enter from the belt into the 
casing. The valve casing is attached to the cylinder 
by a metallic joint-; the width of the flange of this 
joint is l^in., the thickness of the flange on the casing 
•J in., and the thickness of the flange on the cylinder 
|ths of an inch. The valve is of the ordinary three- 
ported description, and both cylinder and valve faces 
are of cast-iron. The projection from the cylinder of 
the passage for carrying the steam upwards and 
downwards, from the valve to the top and bottom of 
the cylinder, is 2 J in., and its width externally 8| in. 
The piston is packed with hemp, but the junk ring is 
made of malleable iron, as cast-iron junk rings have 
been found liable to break : there are four plugs 
screwed into the cylinder cover, which, when re- 
moved, permit a box-key to be introduced, to screw 
down the piston packings. The screws in the junk 
ring are each provided with a small ratchet, cut in a 
fixed washer upon the head, to prevent the screw 
from turning back ; and the numher oC <iVLCi\a ^^^xv 
bf these ratchets, in tightemng up Al« VAX», ^\flMsRS» 

16* 
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and the breadth of each ^ in. The diameter of the 
intermediate shaft journal is 4-^ in., and of the paddle 
shaft journal 4| in. ; the length of the journal in each 
case is 5 in. The diameter of the large eye of the 
crank is 7 in., and the diameter of the hole through 
it is 4|^ in. ; the diameter of the small eye of the crank 
is 5^ in., the diameter of the hole through it being 
3 in. The depth of the large eye is 4} in., and of the 
small eye 3 J in. ; the breadth of the web is 4 in. at 
the shaft end, and 3 in. at the pin head, and the thick- 
ness of the web is 2|- in. The width of the notch 
forming the crank in the intermediate shaft for work- 
ing the air pump is 3^ in., and the width of each of 
the arms of this crank is S\^ in. ; both the outer and 
inner comers of the crank are chamfered away, until 
the square part of the crank meets the round of the 
shaft. The method of securing the crank pins into 
the crank eyes of the intermediate shaft consists in the 
application of a nut to the end of each pin, where it 
passes through the eye, the projecting end of the pin 
being formed with a thread, upon which the nut is 
screwed. The eccentric strap is half an inch thick, 
and 1^ in. broad ; and the flanges of the eccentric, 
within which the strap works, are each three-eighths 
of an inch thick. The eccentric is put on in two 
halves, joined in the diameter of largest eccentricity 
by means of a single bolt passing through lugs on the 
central eye, and the back balance is made in a sepa- 
rate piece five-eighths of an inch thick, and is attached 
by means of two bolts, which also help to bind the 
halves of the eccentric together. The eccentric rod 
ie attaxihed to the eccenlm \voo^% Xyj tcv^^os^ Ck\ \:^^ 
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bolts passing through lugs upon the rod, and tapped 
into a square boss upon the hoop ; and pieces of iron, 
of a greater or less thickness, are interposed between 
the surfaces in setting the valve, to make the eccentric 
rod of the right length. The eccentric rod is kept in 
gear by the pull of a small horizontal rod, attached to 
a vertical blade -spring, and it is thrown out of gear 
by means of the ordinary disengaging apparatus, which 
acts in opposition to the spring, as, in cases where 
the eccentric rod is not vertical, it acts in opposition 
to the gravity of the rod. The paddle shaft plummer 
blocks are altogether of brass, and are formed in much 
the same manner as the cap of the piston rod, only 
that the sole is flat, as in ordinary plummer blocks, 
and is fitted between projecting lugs of the framing, 
to prevent side motion. In the bearings fitted on 
this plan, however, the upper brass vrill generally ac- 
quire a good deal of play after some amount of wear. 
The bolts are worked slack in the holes, though accu- 
rately fitted at first ; and it appears expedient, there- 
fore, either to make the bolts very large, and the 
sockets through which they pass very deep, or to let 
one brass fit into the other. The trunnion plummer 
blocks are formed in the same manner as the shaft 
plummer blocks ; the nuts are kept from turning back 
by means of a pinching screw passing through a sta- 
tionary washer. 

155. Q, — Will you explain in detail the construction 
of the valve gearing, or such parts of it as are pecuhar 
to the oscillating engine ? 

A. — ^The eccentric rod is attached by a pin, 1 iiv. va. 
diameiier, to an open curved link ml\i a \^ y^o^<&^n^^s^ 
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attached to the segment by two f in. bolts at each 
end, passing through projecting feathers upon the 
brasses and segment, three-eighths of an inch in thick- 
ness. The curvature of the segment is such as to 
correspond with the arc swept from the 'centre of the 
trunnion with the distance from the centre of the 
trunnion to the centre of the valve lever pin when 
the valve is at half stroke as a radius ; and the oper- 
ation of the segment is to prevent the valve from 
being affected by the oscillation of the cylinder ; but 
the same action would be obtained by the employment 
of a smaller eccentric with more lead. In some en- 
gines the hollow segment is not formed in a single 
piece, but of two curved blades, with blocks inter- 
posed at the ends, which may be filed down a little, 
to enable the sides of the slot to be brought nearer, as 
the meta\wears away. 

166. Q. — ^What kind of paddle wheel is supplied 
with these oscillating engines ? 

A, — ^The wheels are of the feathering kind, 9 ft. 
8 in. in diameter, measuring to the edges of the floats ; 
and there are 10 floats upon each wheel, measuring 
4 ft. 6 in. long each, and 18 J in. broad. There are 
two sets of arms to the wheel,. which converge to a 
cast-iron centre, formed like a short pipe with large 
flanges, to which the arms are affixed. The diameter 
of the shaft, where the centre is put on, is 4^ in., the 
external diameter of the pipe is 8 in., and the diameter 
of the flanges is 20 in., and their thickness Ij- in. 
The flanges are 12 in. asunder at the outer edge, and 
they partake of the converging direction of the arms. 
The arms are 2^ in. broad, and half an inch thick ; 
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the heads are made conical, and each is secured into 
a recess upon the side of the flange by means of three 
bolts. The ring which connects together the arms, 
runs round at a distance of 3 ft. 6 in. from the centre, 
and the projecting ends of the arms are bent back- 
wards the length of the lever which moves the floats, 
and are made very wide and strong at the point where 
they cross the ring, to which they are each attached 
by four rivets. The feathering action of the floats is 
accomplished by means of a pin fixed to the interior 
of the paddle box, set 3 in. in advance of the centre 
of the shaft, and in the same horizontal line. This 
pin is encircled by a cast-iron coUar, to which rods 
are attached If in. diameter in th€ centre, proceeding 
to the levers, 7 in. long, fixed on the back of the floats 
in the line of the outer arms. One of these rods, 
however, is formed of nearly the same dimensions as 
one of the arms of the wheel, and is called the driving 
arm, as it causes the cast-iron collar to turn round 
with the revolution of the wheel ; and this collar, by 
means of its attachments to the floats, accomplishes 
the feathering action. The eccentricity in this wheel 
is not sufficient to keep the floats nearly in the verti- 
cal position ; but this is of less consequence, as only 
one float is wholly immersed. The diameter of the 
pins upon which the float turns is if in., and between 
the pins and the paddle ring two stud rods are set be- 
tween each of the projecting ends of the arms, so as 
to prevent the two sets of arms from being forced 
nearer or further apart ; and thus prevent the ends 
of the arms from hindering the action of the floats, by 
being accidentally jammed upon \\ift sA^^ qI ^iJasv Ysv\i^&. 
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Stays, crossiDg one aoother, proceed from the inner 
flange of the centre to the outer ring of the wheel, 
and from the outer flange of the centre to the inner 
ring of the wheel, with the view of obtaining greater 
stiffness. The floats are formed of plate iron, and the 
whole of the joints and joint pins are steeled, or formed 
of steeL 

157. Q. — ^Will you give the dimensions of some 
other oscillating engines ? 

A. — In Messrs. Penn's 60-horse power oscillating 
engine, the diameter of the cylinder is 3 ft 4 in., and 
the length of the stroke 3 ft. The thickness of the 
metal of the cylinder is 1 in., and the thickness of the 
cylinder bottom is If in., crossed with feathers, to give 
it additional stiffness. The diameter of the trunnion 
bearings k 1 ft. 2 in., and the breadth of the trunnion 
bearings 5^ in. Messrs. Penn, in their larger engines, 
generally make the area of the steam trunnion less 
than that of the eduction trunnion, in the proportion 
of 32 to 37 ; and the diameter of the eduction trun- 
nion is regulated by the internal diameter of the educ- 
tion pipe, which is about one-fifth of the diameter of 
the cylinder. But a somewhat larger proportion than 
this appears to be expedient : Messrs. Rennie make 
the area of their eduction pipes, in oscillating engines, 
■^^ of the area of the cylinder. In the oscillating 
engines of the Oberon, by Messrs. Rennie, the cylinder 
is 61 in. diameter, and 1^ in. thick above and below 
the belt, but in the wake of the belt it is 1^ in. thick, 
which is also the thickness of metal of the belt itself. 
The internal depth of the belt is 2 ft. 6 iu,» and itit 
intenml breadth is 4 in. The p\&toti todi \l^ ^\ \&u*'^ 
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diameter, and the total depth of the cylinder stuffing 
box is 2 ft. 4 in.y of which 18 in. consists of a brass 
bush ; this depth of bearing being employed to prevent 
the stufi^g box or cylinder from wearing oval. It is 
expedient, in oscillatii^ engines, to form the {Hston 
with a projecting rim round the edge above and be- 
low, and a corresponding recess in the cylinder cover 
and cylinder bottom, whereby the breadth oi bearing 
of the solid part of the metal will be increased, and 
in many engines this is now done. The diameter (f 
cylinders of the oscillating engines of the steamers 
Pottinger, Bipon, and Indus, by Miller and Ravenhill, 
is 76 in., and the length of the stroke is 7 ft The 
thickness of the metal of the cylinder is 1^ in. ; di- 
ameter of the piston rod 8f in. ; total depth of cylinder 
stuffing box 3 ft. ; depth of bush in stuffing box 4 in. ; 
the rest of the depth, with the exception of the space 
for packing, being occupied with a very deep gland, 
bushed with brass. The internal diameter of the 
steam pipe is 13 in. ; diameter of steam trunnion 
journal 25 in. ; diameter of eduction tnmnion journal 
26 m. ; thickness of metal of trunnions 2^ in. ; length 
of trunnion bearings 11 in. ; projection of cylinder 
jacket, 8 in. ; depth of packing space in trunnions 
10 in. ; width of packing space in trunnions, or space 
round the pipes, 1^ in. ; diameter of crank pin 10} in. ; 
length of bearing of crank pin 16i in. There are six 
boilers on the tubular plan in each of these vessels; 
the length of each boiler is 10 ft. 6 in., and the breadth 
6 ft., and each boiler contains 62 tubes 3 in. in diam- 
eter^ and 6 ft. 6 in. long, and t^o txtttvacea 6 ft. 4^ in. 
long, and 8 ft. 1^ in. broad. It^ aSV owa^^>asi^ ^x;.'^^ 
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of any considerable size, the cover of the connecting 
brass, which attaches the crank pin to the connecting 
rod, IB formed of malleable iron ; and the socket also, 
which is cuttered to the end of the piston rod, is of 
malleable iron, and is formed with a T head, through 
which bolts pass up through the brass, to keep the 
cover of the brass in its place. The packing of the 
trunnions, after being plaited as hard as possible, and 
eat to the length to form one turn round the pipe, is 
-dipped into boilmg tallow, and is then compressed in 
a mould, consisting of two concentric cylinders, with 
a gland forced down into the annular space by three 
to six screws in the case of large diameters, and one 
central screw in the case of small diameters. Unless 
the trunnicMi packings be well compressed, they will 
be likefy to ieak lur, and it is therefore necessary to 
pay partkalar attention to this condition. It is also 
very important that the trunnions be accurately fitted 
into their brasses by scraping, so that there may not 
be the smallest amount of play left upon them ; for 
if any upward motion is permitted, it will be impos- 
sible to prevent the trunnion packings from leaking. 

158. Q. — How do you set out the trunnions of os- 
cillating engines, so that they shall be at right angles 
with the interior of the cylinder ? 

A. — Having bored the cylinder, faced the flange, 
and bored out the hole through which the boring bar 
passes, put a piece of wood across the mouth of the 
cylinder, and jam it in, and put a similar piece in the 
hole through the bottom of the cylinder. Mark the 
centre of the cylinder upon each of t\ieae i^\ec^, ^Xi^ 
put into the bore of each tnuuvLon an Vxoii i^^\/&, ""wv^ 
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was at one time generally believed to be weaker than 
cold blast-iron ; but it is now questioned whether it 
is not the stronger of the two. The cohesive strength 
of unmixed iron is not in proportion to its specific 
gravity, and its elasticity and power to resist shocks 
appears to become greater as the specific gravity be- 
comes less. Nos. 3 and 4 are the strongest irons. In 
most cases, iron melted in a cupola is not so strong as 
when remelted in an ah* furnace, and when run into 
green sand it b not reckoned so strong as when run inta 
dry sand, or loam. The quality of the fuel, and even 
the state of the weather, exerts an influence in the 
quality of the iron : smelting furnaces, on the cold 
blast principle, have long been known to yield better 
iron in winter than in summer, probably from the 
existence of less moisture in the air; and it would 
probably be found to accomplish an improvement in 
the quality of the iron if the blast were made to pass 
through a vessel containing muriate of hme, by which 
the moisture of the air would be extracted ; and the 
expense of such a preparation would not be consider- 
able, as, by subsequent evaporation, the salt might be 
used over and over again for the same purpose. Be- 
fore the iron is cast into the mould, the interior of the 
mould must be covered with finely powdered charcoal, 
or blackening, as it is technically termed — and the 
secret of making finely skinned castings lies in using 
plenty of blackening. In loam and dry sand castings 
the charcoal should be mixed with thick clay water, 
and applied until it is an eighth of an inch thick, or 
more ; the surface should be then very carefully 
smoothed, or sleeked, aad Si \)afe T£i^\a\ \\si& Xi^'sft. ^^- 
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diciously mixed, and the mould thoroughly dried, the 
jOasting is sure to be a fine one. Dry sand and loam 
'■S^^^eastings should be, as much as possible, made in boxes : 
the moulds may thereby be more rapidly and more 
eflFectually dried, and better castings will be got with a 
less expense. The next stage is the boring, and in 
boring cylinders of 74 in. diameter, the boring bar must 
move so as to make one revolution in about 4^ minutes, 
, ^ai which speed the cutters will move at the rate of 
l ^jjb out 5 ft. per minute. In boring brass the speed must 
**he slower; the common rate at which the tool moves in 
boring brass air pumps is about 3 ft. per minute. If 
this speed be materially exceeded the tool will be 
spoiled, and the pump made taper. The speed proper 
for boring a cylinder will answer for boring the brass 
air pomp ^ the same engine. A brass air pump of 
36^ in. &meter requires the bar to make one turn in 
about three minutes, which is also the speed proper 
for a cylinder 60 in. in diameter. To bore a brass 
air pump 36^ in. in diameter requires a week, an iron 
one requires 48 hours, and a copper one 24 hours. 
In turning a malleable iron shaft 12f in. in diameter 
the shaft should make about five turns per minute, 
which is equivalent to a speed in the tool of about 16 
ft. per minute. A boring mill, of which the speed 
may be varied from one turn in six minutes to twenty- 
five turns in one minute, will be suitable for all ordi* 
nary wants that can occur in practice. Messrs. Penn 
grind their cylinders after they are bored, by laying 
them on their side, and rubbing a piece of lead smeared 
with emery and oil, and with a cross iron handle 
like that of a rolling stone, backwaxda axA iox^«s^& — 
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the cylinder being gradually turned round so as to sub- 
ject every part successively to the operation. The lead 
by which this grinding is accomplished is cast in the 
cylinder, whereby it is formed of the right curve ; but 
the part of the cylinder in which it is cast should be 
previously heated by a hot iron, else the metal may be 
cracked by the sudden heat. In fixing a cylinder into 
the boring mill great care must be taken that it is not 
screwed down imequally ; and indeed it will be impos- 
sible to bore a large cylinder in a horizontal mill with- 
out being oval, unless the cylinder be carefully gauged 
when standing on end, and be set up by screws when 
laid in the mill until it again assumes its original form. 
A large cylinder will inevitably become oval if laid 
upon its side ; and if, while under the tension due to 
its own weight, it be bored round, it will become oval 
again when set upon end. If the bottom be cast in the 
cylinder it will be probably found to be round at one 
end and oval at the other, unless a vertical boring mill 
be employed, or the precautions here suggested be 
adopted. Nor is it only in the boring of the cyhnder 
that it is necessary to be careful that there is no change 
of figure ; for it will be impossible to face the valves 
truly in the case of large cyhnders, unless the cylinder 
be placed on end, or internal props be introduced to 
prevent the collapse due to the cylinder's weight. 

162. Q. — Have you any thing further to add upon 
the subject of cylinders ? 

A. — Nothing that may not be stated in a few 
words. Locomotive cylinders are generally made an 
inch longer than the stroke, or there is half an inch of 
clearance at each end oi i\ie ^^^d&'c,^!^ ^tmit the 
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springs of the vehicle to act without causing the piston 
to strike the top or bottom of the cylinder. The 
thickness of metal of the cylinder ends is usually about 
a third more than the thickness of the cylinder itself, 
and both ends are generally made removable. The 
operation of priming is very injurious to the cylinders 
and valves of locomotives, especially if the water be 
sandy, as the grit carried over by the steam wears 
the rubbing siufaces rapidly away. The face of the 
cylinder on which the valve works is raised a little 
above the metal around it, both to facilitate the opera- 
tion of facing, and with the view of enabling any 
foreign substance deposited on the face to be pushed 
aside by the valve into the less elevated part, where it 
may he without occasioning any further disturbance. 
The valje casing is sometimes cast upon the cylinder, 
and it k generally covered with a door which may be 
removed to permit the inspection of the faces. In 
some valve casings the top as well as the back is re- 
movable, which admits of the valve and valve bridle 
being removed with greater facility. A cock is placed 
at each end of locomotive cylinders, to allow the water 
to be discharged which accumulates in the cylindei 
from priming or condensation ; and the four cocks of 
the two cylinders are usually connected together ; so 
that, by turning a handle, the whole are opened at 
once. In Stephenson's engines, however, with variable 
expansion, there is but one cock provided for this pur- 
pose, which is on the bottom of the valve chest. In 
all engines the valve casing, if made in a separate 
piece from the cylinder, should be attached by means 
of a mctdUic joint, as such a \>ax\)ax\sai «& ^tv^X \^\s!^ 
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in such situations is no longer permissible. In the 
case of large engines with valve casings suitable for 
long slides, an expansion joint in the valve casing 
should invariably be inserted ; otherwise the steam, by 
gaining admission to the valve casing before it can 
enter the cyUnder, expands the casing while the cyl- 
inder remains unaltered in its dimensions, and the 
joints are damaged, and in some cases the cylinder is 
cracked by the great strain thus introduced. The 
chest of the blow-through valve is very commonly 
cast upon the valve casing ; and in engines where the 
cylinders are stationary, this is the most convenient 
practice. All engines, where the valve is not of such 
a construction as to leave the face when a pressure ex- 
ceeding that of the steam is created in the cylinder by 
priming or otherwise, should be provided with an es- 
cape valve to let out the water, and such valve should 
be so constructed that the water cannot fly out with 
violence over the attendants ; but it should be con- 
ducted away by a suitable pipe, to a place where its 
discharge can occasion no inconvenience. The stuffing 
boxes of all engines which cannot be stopped fre- 
quently to be repacked, should be made very deep : 
metallic packing in the stuffing box has been used in 
some engines, consisting in most instances of one or 
more rings, cut, sprung, and slipped upon the piston 
rod before the cross head is put on, and packed with 
hemp behind. This species of packing answers very 
well when the parallel motion is true, and the piston 
rod free from scratches, and it accomplishes a materia] 
saving of tallow. In some cases a piece of sheet-brass, 
packed behind with hemp, \iaa \>eeiTi ^s!&to^^vR.^^ ^^^ 
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good effect, a flange being turned over on the under 
edge of the brass to prevent it from slipping up or 
down with the motion of the rod. The sheet brass 
speedily puts an exceUent polish upon the rod, and 
such a packing is more easily kept, and requires less 
tallow than where hemp alone b employed. In side 
lever engines the attachments of the cylinder to the 
diagonal stay are generally made of too small an area, 
and the flanges are made too thick. A very thick 
flange cast on any part of a cylinder endangers the 
soundness of the cylinder, by inducing an unequal 
contraction of the metal ; and it is a preferable course 
to make the flange for the attachment of the framing 
thin, and the surface large — the bolts being turned 
bolts and nicely fitted. If from malformation in this 
part the framing works to an inconvenient extent, the 
best expedient appears to be the introduction of a 
number of steel tapered bolts, the holes having been 
previously bored out; and if the flanges be thick 
enough, square keys may also be introduced, half into 
one flange and half into the other, so as to receive the 
strain. If the jaw cracks or breaks away, however, 
it will be best to apply a malleable iron hoop round 
the cylinder to take the strain, and this will in all 
cases be the preferable expedient, where, from any 
peculiarities of structure, there is a difficulty in intro- 
ducing bolts and keys. 

163. Q, — ^Which is the most eligible species of pis- 
ton? 

A, — For large engines, pistons with a metallic pack- 
ing, consisting of a single ring, with the ends mortised 
into one another, and a piece of ine\A\\fe\. m ^xsi^ ^N«t 
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the joint and riveted to one end of the ring, appears to 
be the best species of piston ; and if the cylinder be 
oscillating, it will be expedient to chamfer off the upper 
edge of the ring on the inner side, and to pack it at the 
back with hemp. If the cylinder be a stationary one, 
springs may be substituted for the hemp packing ; but 
in any case it will be expedient to make the vertical 
joints of the ends of the ring run a little obliquely, so 
as to prevent the joint forming a ridge in the cylinder. 
For small pistons two rings may be employed, made 
somewhat eccentric internally to give a greater thick- 
ness of metal m the centre of the ring; these rings 
must be set one above the other in the cylinder, and the 
joints, which are oblique, must be set at right angles 
with one another, so as to obviate any disposition of the 
rings in their expansion, to wear the cylinder oval. 
The rings must first be turned a Uttle larger than the 
diameter of the cylinder, and a piece is then to be cut 
out, so that when the ends are brought together the 
ring will just enter within the cylinder. The ring, while 
retained in a state of compression, is then to be put in 
the lathe and turned very truly, and finally, it is to be 
hammered on the inside with the small end of the ham- 
mer, to expand the metal, and thus increase the elasti- 
city. The rings are then to be fitted laterally to the 
piston, and to one another, by scraping — a steady pin 
being fixed upon the flange of the piston, and fitting 
into a corresponding hole in the lower ring, to keep the 
lower ring from turning round ; and a similar pin being 
fixed into the top edge of the lower ring to prevent the 
upper ring from turning round ; but the holes into 
which these pins fit must \)e msA^ o\A.Qiv\^,\j(^ ^v^9.blQ the 
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rings to press outward as the rubbing surfaces wear. 
In most cases it will be expedient to press the packing 
rings out with springs where they are not packed behind 
with hemp, and the springs should be made very strong, 
as the prevaUing faidt of springs is their weakness. 
Sometimes short bent springs, set round at regular 
intervals between the packing rings and body of the 
piston, are employed, the centre of each spring being 
secured by a steady pin or bolt screwed into the side 
of the piston ; but it will not signify much what kind 
of spring is used, provided they have sufficient tension. 
The piston rod, where it fits into the piston, should have 
a good deal of taper ; for if the taper be too small the 
rod will be drawn through the hole, and the piston will 
be split asunder. Small grooves are sometimes turned 
out of the piston rod above and below the cutter hole, 
and hemp is introduced in order to make the piston eye 
tight. Most piston rods are fixed to the piston by 
means of a gib and cutter, but in some cases the upper 
portion of the rod within the eye is screwed, and it is 
fixed into the piston by means of an indented nut. This 
nut is in some cases hexagonal, and in other cases the 
exterior forms a portion of a cone which completely 
fills a corresponding recess in the piston ; but nuts 
made in this way become rusted into their seat after 
some time, and cannot be started again without much 
difficulty. Messrs. Miller, Ravenhill, and Co. fix in 
their piston rods by means of an indented hexagonal 
nut, which may be started by means of an open box- 
key. The thread of the screw is made fiat upon the 
one side and much slanted on the other, whereby a 
greater strength is secured, witliout c>xeai^k[v^ vk^ ^fia^r 
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position to split the nut. In side lever eng^es it is a 
judicious practice to add a nut to the top of the piston 
rod, in addition to the cutter for securing the piston rod 
to the cross head. In a good example of an engine thus 
provided, the piston rod is 1 in. in diameter, and the 
screw 6 in., the part of the rod which fits into the cross 
head eye is 1 ft. 5i in. long, and tapers from 6 J in. to 
6^ in. diameter. This proportion of taper is a good 
one : if the taper be less, or if a portion of the piston 
rod within the cross head eye be left untapered, as is 
sometimes the case, it is very difficult to detach the 
parts from one another. When pistons are made of a 
single ring, or of a succession of single rings, the 
strength of each ring should be tested previously to its 
introduction into the piston, by means of a lever loaded 
by a heavy weight. The old practice was to depend 
chiefly upon grinding as the means of making the rings 
tight upon the piston or upon one another ; but scrap- 
ing is now chiefly relied on. Some makers, however, 
finish their steam surfaces by grinding them with pow- 
dered Turkey-stone and oil. A slight grinding, or 
polishing, with powdered Turkey-stone and oil, appears 
to be expedient in ordinary cases, and may be conve- 
niently accomplished by setting the piston on a revolv- 
ing table, and holding the ring stationary by a cross 
piece of wood while the table turns round. Pieces of 
wood may be interposed between the ring and the body 
of the piston, to keep the ring nearly in its right posi- 
tion, but these pieces of wood should be fitted so loosely 
as to give some side play, else the disposition would 
arise to wear the flange of the piston into a groove. 
Messrs. Penn's piston for oscillating engines has a single 
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packing ring, with a tongue piece, or mortise end, made 
in the manner already prescribed* The ring is packed 
behind with hemp packing, and the piece of metal 
which covers the joint is a piece of thick sheet copper, 
and is indented into the iron of the ring, so as to offer 
XM> obstruction to the appUcation of the hemp. The 
ring is fitted to the piston only on the under edge : the 
top edge is rounded to a point from the inside, and the 
junk-ring does not bear upon it, but the junk-ring 
squeezes down the hemp packing between the packing 
ring and the body of the piston. The variety of pistons 
employed in locomotives is very great, and sometimes 
even the more complicated kinds are found to work very 
satisfactorily ; but, in general, those pistons which con- 
sist of a single ring and tongue piece, or of two single 
rings set one above the other, so as to break joint, 
are preferable to those which consist of many pieces. 
In Steplienson's pistons the screws are liable to work 
slack, and the springs to break. The piston rods of all 
engines are now either case hardened very deeply, or are 
made of steel ; and in locomotive engines the diameter 
of the piston rod is about one-seventh of the diameter 
of the cylinder, and is formed of tilted steel. The cone 
of the piston rod, by which it is attached to the piston, 
is turned the reverse way to that which is adopted in 
common engines, with the view of making the cutter 
more accessible from the bottom of the cylinder, which 
is made to come off like a door. The top of the piston 
rod is secured with a cutter into a socket with jaws, 
through the holes of which a cross head p^isscs, which is 
embraced between the jaws by the small end of the con- 
necting rod, while the ends of the cross heads move in 
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some cases the halves of the eccentric are bolted to- 
gether, by means of flanges, which is, perhaps, the 
preferable practice. The eccentric hoop in marine 
and land engines is generally of brass ; it is expedient 
to cast an oil cup on the eccentric hoop, and where 
practicable, a pan should be placed beneath the eccen- 
tric for the reception of the oil droppings. The notch 
of the eccentric rod for the reception of the pin. of the 
Talve shaft is usually steeled, to prevent inconvenient 
wear ; for when the sides of the notch wear, the valve 
movement is not only disturbed, but it is very difficult 
to throw the eccentric rod out of gear. It is found 
to be preferable, however, to fit this notch with a 
brass bush, for the wear is then less rapid, and it is 
an easy thing to replace this bush with another when 
it becomes worn. The eccentric catches of the kind 
usually employed in marine engines, sometimes break 
off at the first bolt liole, and it is preferable to have 
a bolt in advance of the catch face, or to have a hoop 
encircling the shaft with the catches welded on it, the 
hoop itself being fixed by bolts or a key. This hoop 
may either be put on before the cranks in one piece, 
or afterwards in two pieces. In locomotives the 
structure and attachments of the eccentric differ some- 
what from the foregoing. The body of the eccentric 
here also is of cast-iron, but the eccentric hoops are 
generally of wrought-iron, as brass hoops are found 
liable to break. In inside cylinder engines the ec- 
centrics are set on the axle between the cranks, and 
they are put on in two pieces held together by bolts ; 
but in straight axle engines the eccentrics are cast in 
a piece, and are secured on the shaft by means of a 
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ley. The eccentric, when in two pieces, is retained 
at its proper angle on the shaft by a pinching screw, 
irhich is provided with a jam nut to prevent it from 
working loose. A piece is left out of the eccentric in 
casting it to allow of the screw being inserted, and 
the void is afterwards filled by inserting a dove-tailed 
piece of metal. Stephenson and Hawthorn leave 
holes in their eccentrics chi each side of the central 
arm, and they apply pinching screws in each of these 
holes. The method of fixing the eccentric to the 
shaft by a pinching screw is scarcely sufficiently sub- 
stantial, and • cases are perpetually occurring, when 
this method of attachment is adopted, of eccentrics 
shifting from their place. In the Rouen engines with 
straight axles, the four eccentrics are cast in one 
piece. When the eccentric hoops are formed of mal- 
leable iron, one-half of the strap is forged with the 
rod, the other half being secured to it by bolts, nuts, 
and jam nuts. Pieces of brass are, in some cases, 
pinned within the malleable iron hoop, but it appears 
to be preferable to put brasses within the hoop to 
encircle the eccentric, as in the case of any other 
bearing. When brass straps are used, the lugs have 
generally nuts on both sides, so that the length of the 
eccentric rod may be adjusted by their means to the 
proper length ; but it is better for the lugs of the hoops 
to abut against the necks of the screws, and if any 
adjustment be necessary from the wear of the straps, 
washers can be interposed. In some engines the ad- 
justment is eflfected by screwing the valve rod, and 
the cross head through which it passes has a nut on 
either side of it, by which its position upon the valve 

in 
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rod is determined. The forks of the eccentric rod are 
of steel ; the length of the eccentric rod is the distance 
between the centre of the crank axle, and the centre 
of the valve shaft. The valve lever in locomotives is 
usually longer than the eccentric lever, to increase the 
travel of the valve. The pins of the eccentric lever wear 
quickly ; Stephenson puts a ferule of brass on these 
pins, which being loose, and acting like a roller, facil- 
itates the throwing in and out of gear, and when worn 
can easily be replaced, so that there need be no ma- 
terial derangement of the motion of the valve from 
play in this situation. The starting lever travels 
between two iron segments, and can be fixed in any 
desired position. This is done by a small catch or 
bell crank, joined to the bottom of the handle at the 
end of the lever, and coming up by the side of the 
handle, but pressed out from it by a spring. The 
smaller arm of this bell crank is jointed to a bolt, 
which shoots into notches, made in one of the seg- 
ments between which the lever moves. By pressing 
the bell crank against the handle of the lever the bolt 
is withdrawn, and the lever may be shifted to any 
other point, when the spring being released, the bolt 
flies into the nearest notch. 

167. Q. — Will you explain the operation of expan- 
sion valves ? 

A. — ^Expansion valves have the effect of closing the 
steam passage leading to the cylinder before the 
stroke of the piston is completed, whereby the steam 
shut within the cylinder is enabled to expand ; and 
the mechanical efficacy of a given bulk of steam is 
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increased by the average pressure of the expanding 
steam, multiplied by the distance through which it 
has urged the piston. The structure of expansion 
valves is very various ; some are slide valves, but the 
expansion valve commonly used in marine engines is 
of the kind used in the Cornish engines, and known 
as the equihbrium valve ; and it is usually worked by 
a cam on the shaft. The expansion cam is put on 
the shaft in two pieces, which are fastened to each 
other by means' of four bolts passing through lugs, 
and is fixed to the shaft by keys. A roller at one 
end of a bell-crank lever, which is connected with the 
expansion valve, presses against the cam so that the 
motion of the lever will work the valve. The roller 
is kept against the cam by a weight on a lever at- 
tached to the same shaft. If the cam were concentric 
with the shaft, the lever which presses upon it would 
remain stationary, and also the expansion valve ; but 
by the projection of the cam, the end of the lever 
receives a reciprocating motion, which is commu- 
nicated to the valve. The position of this projection 
determines the point in relation to the stroke at which 
the valve is opened, and its circumferential length 
determines the length of the time during which the 
valve continues open. The time at which the valve 
should begin to open is the same under all circum- 
stances, but the duration of its opening varies with 
the amount of expansion desired. In order to obtain 
this variable extent of expansion, there are several 
projections made upon the cam, each of which gives 
a diflferent degree, or grade, as it is usually called, of 
expansion. These grades all begva a\i \k<& ^^xivfo ^^ss^» 
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on the cam, but are of different lengths, so that they 
-would begin to move the lever at the same time, but 
would differ in the time of returning it to its original 
position. The change of expansion is effected by 
moving the roller on to the desired grade ; which is 
accomplished by slipping the lever carrying the roller 
endways on the shaft or pin sustaining it. In loco- 
motive engines, where the use of cams is inadmissible, 
other expedients are employed, of which those con- 
trived by Stephenson and by Cabrey operate on the 
principle of accomplishing the requisite variations of 
expansion by altering the throw of the slide valve. 
Stephenson connects the ends of the forward and 
backward eccentric rods by a link with a curved slot, 
in which a pin upon the end of the valve rod works. 
By moving this link so as to bring the forward ec- 
centric rod in the same line with the valve rod, the 
valve receives the motion due to that eccentric ; 
whereas, if the backward eccentric rod is brought in a 
line with the valve rod, the valve gets the motion 
proper for reversing, and if the link be so placed that 
the valve rod is midway between the two eccentric 
rods, the valve will remain nearly stationary. Mr. 
Cabrey makes his eccentric rod terminate in a pin 
which works into a straight slotted lever, furnished 
with jaws similar to the jaws on the eccentric rods of 
locomotives. By raising the pin of the eccentric rod 
in this slot, the travel of the valve will be varied, and 
expansive action will be the result. Both Stephen- 
son's and Cabrey *s expansion gear are inferior in effi- 
cacy to those which operate by the aid of a separate 
valve. Gonzenbacli'a arraTigemetiX. cot^sv^Xs* q\ «ss. ^^^- 
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tional slide valve and valve casing placed on the back 
of the ordinary slide valve casing, and through this 
supplementary valve the steam must first pass. This 
supplementary valve is worked by a double-ended 
lever, slotted at one end for the reception of a pin on 
the valve link> the position of which in the slot deter- 
mines the throw of the supplementary valve, and the 
consequent degree of expansion. The other end of 
the lever is provided with a pin, which gears into a 
notch on the backward eccentric rod, when that rod 
is not in gear with the steam valve. By this arrange- 
ment, while the steam valve receives as usual the 
motion of the forward eccentric, the expansion valve 
receives the motion of the reversing eccentric. In 
the expansion gear of Meyer, the steam valve is a 
plate perforated by two ports, which are covered by 
two blocks working upon the back of the valve, and 
retained on a spindle which screws into both blocks, 
but in one with a right-handed screw, and in the 
other with a left-handed screw, so that by turning 
the spindle the distance between the blocks may be 
increased or diminished, and the degree of expansion 
altered accordingly. The amount of expansion may 
also be varied by means of a movable plate, which, by 
closing the port more or less, and wire-drawing the 
steam, will accomplish the amoimt of expansion which 
is desired. 

168. Q. — ^What are the details of the air pump ? 

A. — The air pump bucket and valves are all of 
brass in all modem engines, and the chamber of the 
pump is lined with copper, or made wholly of brass, 
wherebj a shigle boring suflacea, N^\ica. «b ^y^Y^Rst 
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lining is used, the pump is first bored out, and a bent 
sheet of copper is introduced, which is made accu- 
rately to fill the place, by hammering the copper on 
the inside. Air pump rods of Muntz's metal or cop- 
per are much used. Iron rods covered with brass 
are generally wasted away where the bottom cone fits 
into the bucket-eye, and if the casing be at all porous 
the water will insinuate itself between the casing and 
the rod and eat away the iron. If iron rods covered 
with brass be used, the brass casing should come some 
distance into the bucket-eye ; the cutter should be ol 
brass, and a brass washer should cover the under side 
of the eye, so as to defend the end of the rod from the 
salt water. Rods of Muntz's metal are probably on 
the whole to be preferred. It is a good practice to 
put a nut on the top of the rod, to secure it more 
firmly in the cross head eye, where that plan can be 
conveniently adopted. The part of the rod which fits 
into the cross head eye, should have more taper when 
made of copper or brass, than when made of iron ; as 
if the taper be small, the rod may get staved into the 
eye, whereby its detachment will be difficult. Me- 
tallic packing has in some instances been employed 
in air pump buckets, but its success has not been 
such as to lead to its further adoption. A deep solid 
block of metal however, without any packing, has in 
a few instances been employed with a satisfactory 
result. Where ordinary packing is employed, the 
bucket should always be made with a junk ring, 
whereby the packing may be easily screwed down at 
any time with facility. The bucket valve is generally 
of the spindle or pot-Aid. Vmd, WX. XiMXXftx^^ n^Iv^s are 
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sometimes used. The foot and delivery valves are 
for the most part of the flap or hanging kind. These 
valves all make a considerable noise in working, and 
are objectionable in many ways. Valves on Belidor's 
construction, which is in effect that of a throttle valve 
hung off the centre, were some years ago proposed 
for the delivery and foot valves ; and it appears proba- 
ble that their operation would be more satisfactory 
than that of the valves usually employed. Some de- 
livery valve seats are bolted into the mouth of the air 
pimip, whereby access to the pump bucket is rendered 
difficult. If delivery valve seats be put in the mouth 
of the air pump at all, the best mode of fixing them 
appears to be that adopted by Messrs. Maudslay. The 
top of the pump barrel is made quite fair across, and 
upon this flat surface a plate containing the delivery 
valve is set, there being a small ledge all round, to 
keep it steady. Between the bottom of the stuffing 
box of the pump cover and the eye of the valve seat a 
short pipe extends encircling the pump rod, its lower 
end checked into the eye of the valve seat, and its 
upper end widening out to form the bottom of the 
stuffing box of the pump cover. Upon the top of this 
pipe some screws press, which are accessible from the 
top of the stuffing box gland, and the packing also 
aids in keeping down the pipe, the function of which 
is to retain the valve seat in its place. When the 
pump bucket has to be examined the valve seat may 
be slung with the cover, so as to come up with 
the same purchase. For the bucket valves, Messrs. 
Maudslay employ two or more concentric ring valves, 
•with a small lift. These valves la^ove ^vneft. ^ ^^^ 
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deal of trouble in some cases, in consequence of the 
frequent fracture of the bolts which guide and confine 
the rings ; but this is only a fault of detail, which is 
easily remedied, and the principle appears to be supe- 
rior to that of any of the other air pump yalves at 
present in common use. 

169. Q. — What are the most important details of 
the construction of paddle wheels ? 

A. — The structure of the feathering wheel has al- 
ready been described in connection with a description 
of the oscillating engine ; and it will be expedient now 
to restrict any account of the details to the common 
radial paddle, as applied to ocean steamers. The best 
plan of making the paddle centres is with square eyes, 
and each centre should be secured in its place by means 
of eight thick keys. The shaft should be burred up 
against the heads of these keys with a chisel, so as to 
prevent the keys from coming back of their own ac- 
cord. If the keys are wanted to be driven back, this 
burr must be cut off; and if made thick, and of the 
right taper, they may then be started without difficulty. 
The shaft must of course be forged with square pro- 
jections on it, so as to be suitable for the application 
of centres with square eyes. Messrs. Maudslay and 
Co. bore out their paddle centres, and turn a seat for 
them on the shaft, afterwards fixing them on the shaft 
with a single key. This plan is objectionable for the 
two reasons, that it is insecure when new, and when 
old is irremovable. The general practice among the 
London engineers is to fix the paddle arms at the 
centre to a plate by means of bolts, a projection being 
pjaced upon tVie plalea on eacVi ^ida of the arm, to 
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prevent literal motion ; but this method is inlerior in 
durability to that adopted in the Clyde, in which each 
arm is fitted into a socket by means of a cutter, — a 
small hole being left opposite to the end of each arm, 
whereby the arm may be forced back by a drift. A 
preferable way would be to form the paddle centre out 
of the arms themselves, by widening them at the head 
until they touch one another, and then applying a 
boiler plate upon one side, and riveting the arms 
firmly to it. If this plan be adopted, it will be ex- 
pedient to swell the tops of the uncovered side at the 
part nearest the centre of the shaft. In the manu- 
facture of this centre, the heads of the arms would 
first be forged, then placed on the edges, and fitted 
together on the plate. The holes would then be bored 
for the rivets, temporary bolts fitted into them, and the 
key-seats cut, and the ends of the arms pared in the 
slotting machine. Finally, the arms would be welded 
on to the heads, and the various parts of the wheel 
riveted together. Some engineers join the paddle arms 
to the outer ring by means of bolts ; but those bolts 
after a time generally become slack sideways, and a 
constant working of the parts of the wheel goes on in 
consequence. Sometimes the part of the outer ring 
opposite the arm is formed into a mortise, and the arms 
are wedged tight in these holes by wedges driven in on 
each side ; but the plan is an expensive one, and not 
satisfactory, as the wedges work loose even though 
riveted over at the point. The best mode of making a 
secure attachment of the arms to the ring, consists in 
making the arms with long T heads, and riveting the 
croBs piece to the outer ring with a liXMCC^iet qH "v^^Vs^x 
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not of the largest uze, whicli would weaken the outer 
ring too much. The best way of securing the inner 
lings to the arms is by means of lugs welded on the 
Vms, and to which the rings are riveted. The paddle 
floats are usually made either of elm or pine : if of the 
former^ the common thickness for large sea-going 
yessels, is about 2 j^ inches ; if of the latter, 3 inches. 
The floats should have plates on both sides, else the 
paddle arms will be very liable to cut into the wood, 
and the iron of the arms will be very rapidly wasted. 
When the floats have been fresh put on they must be 
screwed up several times before they come to a bearing. 
If this be not done the bolts will be sure to get slack 
at sea, and all the floats on the weather side may be 
If ashed off. It is a good plan to give the thread of the 
paddle bolts a nick with a chisel, after the nut has been 
screwed up, which will prevent the nut from tummg 
back. The floats should not be notched to allow of 
their projection beyond the outer ring, as if the sides 
of the notch be in contact with the outer ring, the 
ring is soon eaten away in that part, and the project- 
ing part of the float, being unsupported, is liable to be 
broken off. It is usual to put a steel plate at each 
end of the paddle shafts tightened with a key, to 
prevent end-play when the vessel rolls, but the arrange- 
ment is precarious and insufficient. Messrs. Maudslay 
make their paddle shaft bearings with very large fillets 
in the corner, with the view of diminishing the evil ; 
but it would be preferable, we conceive, to make the 
bearings of the crank shafts spheroidal ; and, indeed, 
it would probably be an improvement, if most of the 
{gearings about tlie exigoieN^etft \«i\i^ xaa^^ xs^^'^ ^s^^ss^ 
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&8hion. The loose end of the crank pin dunild be 
made not spheroidal, but consisting of a portion of a 
sphere ; and a brass bosh might then be fitted into the 
crank eye, that would completely incase the ball of the 
pin, and yet permit the outer end of the paddle shaft 
to fall without straining the pin, the bush being at the 
game time susceptible of a slight end motion. The 
paddle shaft, where it passes through the vessel's side, 
is usually surrounded by a. lead stuffing box, which 
will yield if the end of the shaft falls : this stuffing 
box prevents leakage into the ship from the paddle 
wheels ; but it is expedient, as a further precaution, 
to have a small tank on the ship's side immediately 
beneath the stuffing box, with a pipe leading down to 
the bilge to catch and conduct away any water that 
muy enter around the shaft. The bearing at the outer 
end of the paddle shaft is sometimes supplied with 
tallow, forced into a hole in the plummer block cover, 
as in the case of water wheels ; but for vessels intended 
to perform long voyages, it is preferable to have a pipe 
leading down to the oil cup above the journal from the 
top of the paddle box, through which pipe oil may at 
any time be supplied. The bolts for holding on the 
paddle floats are made extra strong, on account of the 
corrosion to which they are subject; and the nuts 
should be made large, and should be square, so that 
they may be effectually tightened up, even though 
their corners be worn away by corrosion. Paddle 
floats, when consisting of more than one board, should 
be bolted together edgeways, by means of bolts running 
through their whole breadth. 
170. Q. — Will you describe ftift ftoacNjosfc «a^ 
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arrangement of the pomps, pipes, and cocks of loco- 
motive and marine engines ? 

A, — The feed pumps of locomotives are generally 
made of brass, but the plungers are sometimes made 
of iron, and are generally attached to the piston cross 
head, though in Stephenson's engines they are worked 
by rods attached to eyes on the eccentric hoops. 
There is a ball valve between the pump and the 
tender, and two usually in the pipe leading from the 
pump to the boiler, besides a cock close to the boiler, 
by which the pump may be shut off from the boiler in 
case of any accident to the valves. The ball valves 
are guided by four branches, which rise vertically, 
and join together at the top in a hemispherical form. 
The shocks of the ball against this cap have in some 
cases broken it after one week's work, from the top of 
the cage having been flat, and the branches not having 
had their junction at the top properly filleted. These 
valve guards are attached in different ways to the 
pipes ; when one occurs at the junction of two pieces 
of pipe it has a flange, which, along with the flanges 
of the pipes and that of the valve seat, are held to- 
gether by a union joint. It is sometimes formed with 
a thread at the under end, and screwed into the pipe. 
The balls are cast hollow to le^n the shock, as well 
as to save the metal. In some cases where the feed 
pump plunger has been attached to the cross head, 
the piston rod has been bent by the strain ; and that 
must in all cases occur, if the conmiunication between 
the pump and boiler be closed when the engine is 
started, and there be no escape valve for the water. 
Spindle valves have Vix sQnv^ <5as«& \ife«si -visfc^ \s!i^vr^ 
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of ball valves, but tbey are more subject to derange- 
ment; but piston valves, so contrived as to shut a 
portion of water in the cage when about to close, 
might be adopted with a great diminution of the 
shock* Slide valves might easily be applied, and 
would probably be found preferable to any of the ex- 
pedients at present in use. It would be a material 
improvement if the feed pumps were to be set in the 
tender, and worked by means of a small engine, such 
as that now used in steam vessels for feeding the 
boilers. The present action of the feed pumps of lo- 
comotives is precarious, as if the valves leak in the 
slightest degree the steam or boiling water from the 
boiler will prevent the pumps from drawing. It ap- 
pears expedient, therefore, that the pumps should be 
far from the boiler, and should be set among the feed 
water, so that they will only have to force. If the 
pumps were arranged in the manner suggested, the 
boiler could still be fed regularly, though the locomotive 
was standing still; but it would be prudent to have 
one pump still wrought in the usual way by the en- 
gine, in case of derangement of the other, or in case 
the pump in the tender might freeze. The pipes con- 
necting the tender with the pumps should allow access 
to the valves and free motion to the engine and tender. 
This end is attained by the use of ball and socket 
joints ; and, to allow some end play, one piece of the 
pipe slides into the other like a telescope, and is kept 
tight by means of a stufl&ng box. Any pipe joint be- 
tween the engine and tender must be made in this 
fashion. The feed pipe of most locomotive en^es 
enters the boiler near the \)oUom, waii i^>3^ '^sifc 

20 



280 A CATECHISM OF 

middle of its length. In Stephenson's engine the 
-water is let in at the smoke hox end of the boiler, a 
little below the water level : by this means the heat is 
more fully extracted from the escaping smoke, but the 
arrangement is of questionable applicability to engines 
of which the steam dome and steam pipe are at the 
smoke box end, as in that case the entering cold water 
would condense the steam. In steam vessels, the feed 
pump plunger is generally of brass, and the barrel of 
the pump is sometimes of brass, but generally of cast- 
iron. There should be a considerable clearance be- 
tween the bottom of the plunger and the bottom of the 
barrel, as otherwise the bottom of the barrel may be 
knocked out, should coal dust or any other foreign 
substance gain admission, as it probably would do if 
the injection water were drawn at any time from the 
bilge of the vessel, as is usually done if the vessel 
spring a leak. The valves of the feed pump in marine 
engines are generally of the spindle kind, and are 
most conveniently arranged in a chest, which may be 
attached in any accessible position to the side of the 
hot well. There are two side nozzles upon this chest, 
of which the lower one leads to the pump, and the 
upper one to the boiler. The pipe leading to the 
pump is a suction pipe when the plunger ascends, and 
a forcing pipe when the plunger descends. The 
plunger in ascending draws the water out of the hot 
well through the lowest of the valves, and, in de- 
scending, forces it through the centre valve into the 
space above it, which communicates with the feed pipe. 
Should the feed cock be shut so as to prevent any food 
water from passing through it, the watw will raise the 
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topmost valve, which is loaded to a pressure consider- 
ably above the pressure of the steam, and escape into 
the hot well. This arrangement is neater and less ex- 
pensive than that of having a separate loaded valve on 
the steam pipe, with an overflow through the ship's 
side, as is the more usual practice. To enable the 
boilers to be fed in steam vessels, there is a separate 
pump provided distinct from the endues, and which 
may be worked by men standing on the deck by means 
of appropriate handles ; and this pump, in addition to 
its function of replenishing the boilers, is used to wash 
the decks, or as a fire engine to quench accidental fire. 
For that purpose, a double acting feed pump of the 
plunger kind is preferable to one which operates by a 
piston. The air vessel of the pump should be furnished 
with an escape valve to prevent the pump from being 
split, should it be put in connection with the engine 
when the cocks in the pipe leading to the boiler are 
closed, an accident which not unfrequently happens. 
In this species of pump, the application of a four -way 
cock enables the pump to draw from the sea, from the 
-boiler, or from the bilge, and the pump can deliver 
either into the boiler or upon deck. In most of the 
new vessels fitted with tubular boilers, small engines 
have been introduced to pump water into the boiler 
when the vessel stops under steam. Most of these 
engines are furnished with a crank and fly wheel ; 
but as there is no strain on the fly wheel shaft, the 
crank is connected to the piston rod by means of a 
horizontal slot. In some steam vessels floats have 
been introduced to regulate the feed, but their action 
wmnot be depended on in agitated water, if applied 
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after the common fasliion. Floats would probablj 
answer if placed in a cylinder which communicates 
with the water in the boiler by means of small holes; 
and a disc of metal might be attached to the end of a 
rod extending beneath the water level, so as to resist 
irregular movements from the motion of the ship, 
which would otherwise impair the action of the appa- 
ratus. The admission of feed wat^ into the boiler is 
sometimes regulated by cocks, and sometimes by 
spindle valves raised and lowered by a screw. Cocks 
appear to us to be the preferable expedient, as they are 
less liable to accident or derangement than screw 
valves, and in modem steam vessels they are generally 
employed. The feed water is usually conducted from 
the feed cock to a point near the bottom of the boiler by 
means of an internal pipe, the object of this arrange- 
ment being to prevent the rising steam from being 
condensed by the entering water. By being intro- 
duced near the bottom of the boiler, the water comes 
into contact in the first place with the bottoms of the 
furnaces and Hues, and extracts heat from them which 
could not be extracted by water of a higher tempera- 
ture, whereby a saving of fuel is accomplished. In 
some cases the feed water is introduced into a casing 
around the chimney, from whence it descends into the 
boiler. This plan appears to be an expedient one when 
the boiler is short of heating surface, and nwre than a 
usual quantity of heat ascends the chimney ; but in 
w^ell- proportioned boilers a water casing round the 
chimney is superfluous. When a water casing is used 
the boiler is usually fed by a head of water, the feed 
water being forced up mto a stm^ \ax^, Vto^sL mVk&^o&A 
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it descends into the boiler by the force of gravity^ 
while the surplus runs to waste, as in the feeding ap- 
paratus of land engines. The blow-off cooks of a 
boiler are generally placed some distaooe from the 
boiler, but it appears preferable that thSy should be 
placed quite close to it« as there are no means of shut- 
ting off the watcfr from the pipe between the blow-off 
cock and the boiler^ should fracture or leakage there 
arise. Every boiler must be furnished with a blow-off 
cock of its own, independently of the main blow-off 
cocks on the ship's ^ide, so that the boilers may be 
blown off separately, and may be shut off from one 
another. The preferable arrangement appears to be, 
to cast upon each blow-off cock a bend for attaching 
the cock to the bottom of the boiler, and the plug 
should stand about an inch in advance of the front of 
the boiler, so that it may be removed, or re-ground, 
with facility. The general arrangement of the blow- 
off pipes is to put a main blow-off pipe beneath the 
floor plates, across the ship, at the end of the engines, 
and into this pipe to lead a separate pipe, furnished 
with a cock, from each boiler. The main blow-off 
pipe, where it penetrates the ship's sides, is furnished 
with a cock : and in modem steam vessels Kingston's 
valves are also used, which consist of a spindle or plate 
valve, fitted to the exterior of the ship, so that, if the 
internal pipe or cock breaks, the external valve will * 
still be operative. Some expedient of this kind •*• 
almost necessary, as the blow-off cocks require occa- 
sional re-grinding, and the sea cocks cannot be re- 
ground without putting the vessel into dock, eiLCA^ 
by the use of Kingston's yalves^ or «oai<& eo^i^^jfi^ 
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expedient. All the cocks about an engine should he 
provided with bottoms and stuffing boxes, and reliance 
should never be placed upon a single bolt passing 
through a bottom washer for keeping the plug in its 
place, in the case of any cock communicating with the 
boiler ; for a great strain is thrown upon that bolt if 
the pressure of the steam be high, and if the plug he 
made with much taper, and should the bolt break, or 
the threads strip, the plug will fly out, and persons 
standing near may be scalded to death. In large 
cocks, it appears the preferable plan to cast the bottoms 
in ; and the metal of which all the cocks about a 
marine engine are made, should be of the same quality 
as that used in the composition of the brasses, and 
should be without lead, or other deteriorating material. 
In some cases the bottoms of cocks are burnt in with 
hard solder, but this method cannot be depended upon, 
as the solder is softened and wasted away by the hot 
salt water, and in time the bottom leaks, or is forced out. 
The stufQng box of cocks should be made of adequate 
depth, and the gland should be secured by means of 
four strong copper bolts. The taper of blow-off cocks 
is an important element in their construction; as, if 
the taper be too great, the plugs will have a continual 
tendency to rise, which, if the packing be slack, will 
enable grit to get between the faces, while, if the taper 
be too little, the plug will be liable to jam, and a few 
times grindmg will sink it so far through the shell that 
the water-ways will no longer correspond. One- 
eighth of an inch deviation from the perpendicular for 
every inch in height, is a common angle for the side 
of the cocky w\iich carresi^atA^ V\fit\. oxkfe ^^aAx\)^ ^i ^a. 
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incli difference of diameter in an inch of height ; but 
perhaps a somewhat greater taper than this, or one- 
third of an inch difference in diameter for every inch 
of height, is a preferable proportion. The bottom ci 
the plug must be always kept a small distance above 
the bottom of the shell, and an adequate surface must 
be left above and below the water-way to prevent 
leakage. Cocks formed according to these directions 
will be found to operate satisfactorily in practice, 
while they will occasion perpetual trouble if there be 
any malformation. Gauge cocks are generally very 
inartificially made, and occasion needless annoyance. 
They are rarely made with bottoms, or with stuffing 
boxes, fudd are consequently, for the most part, 
adorned with stalactites of salt after a short period of 
service. The water discharged from them, too, from 
the want of a proper conduit, disfigures the front of 
the boiler, and adds to the corrosion in the ash pits. 
It would be preferable to combine the ^auge cocks ap- 
pertaining to each boiler into a single upright tube, 
connected suitably with the boiler, and the water 
flowing from them could be directed downwards into a 
funnel tube communicating with the bilge. The cocks 
of the glass tubes, as well as of the gauge cocks, should 
be furnished with stuffing boxes and with bottoms, un- 
less the water enters through the bottom of the plug, 
which in gauge cocks is sometimes the case. The 
glass gauge tubes should always be fitted with a cock 
at each neck communicating with the boiler, so that 
the water and steam may be shut off if the tube breaks ; 
and the cocks should be so made as to admit of the 
tubes being blown through with stoaxQ. \a ^<^«t ^<isc&^ 
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as in muddy water they will become so soiled that the 
water cannot be seen. The gauge cocks frequently 
have pipes running up within the boiler, to the end 
that a high water-level may be made consistent with 
an easily accessible position of the gauge cocks them- 
selyes. With the glass tubes, however, this species of 
arrangement is not possible, and the glass tubes must 
always be placed in the position of the water level. 
The sea injection cocks are usually made in the same 
fashion as the sea blow-off cocks, and of about the 
same size. The injection water is generally admitted 
to the condenser by means of a slide valve ; but a cock 
appears to be preferable, as it is more easily opened, 
and has not any disposition to shut of its own accord. 
The sea injection pipes should be put through the 
ship's sides in advance of the paddles, so that the 
water drawn in may not be injuriously charged with 
air. The waste water pipe passing from the hot well 
through the vessel's side is provided with a stop valve, 
called the discharge valve, which is usually made of 
the spindle kind, so as to open when the water coming 
from the air pump presses against it. In some cases 
this valve is a sluice valve, but the hot well is then 
almost sure to be split, if the engine be set on without 
the valve having been opened. The opening of the 
waste water pipe should always be above the load 
water line, as it will otherwise be difficult to prevent 
leakage through the engine into the ship when the 
vessel is lying in harbor. Where the pipes pierce the 
ship's side, they should be made tight, as follows : — 
The hole being cut, a short piece of lead pipe, with a 
broad flange at one ei^v^, ^wsX.^ \i^ ^XKfc^'vBXsi *^^Nis^ 
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place having been previoiisly smeared with white lead, 
and the pipe should then be beaten on the inside, until 
it comes into close contact all around with the wood. 
A loose flange shoidd next be shpped over the pro- 
jecting end of the lead pipe, to which it should be 
soldered, and the flanges should both be nailed to the 
timber with scupper nails, white lead having been 
previously spread underneath. This method of pro- 
cedure, it is clear, prevents the possibility of leakage^ 
down through the timbers ; and all, therefore, that has 
to be guarded against after this precaution, is to pre- 
vent leakage into the ship. To accomplish this object, 
let the pipe which it is desired to atta<di be put through 
the leaden hause, and let the space between the pipe 
and the lead be packed with gasket and white lead, to 
which a little olive oil has been added. The pipe 
must have a flange upon it to close the hole in the 
ship's side ; the packing must then be driven in from 
the outside, and be kept in by means of a gland 
secured with bolts passing through the ship's side. 
If the pipe is below the water line, the gland must be 
of brass ; but for the waste water pipe, a cast-iron 
gland will answer. This method of securing pipes 
penetrating the side, however, though the best for 
wooden vessels, will, it is clear, fail to apply to iron 
ones. In the case of iron vessels, it appears to be the 
best practice to attach a short iron nozzle, projecting 
inwards, to the skin, for the attachment of every pipe 
below the water line, as the copper or brass would 
waste the iron of the skin if the attachment were made 
in the usual way. Marine boilers are now generally 
supplied with stop valves, whereby oiift "VjcSiet xoajjXsfc 
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thrown out of use without unpairing the efficacy o^ 
the remainder. These stop valves are usually spindle 
valves of large size, and they are for the most part set 
in a pipe which runs across the steam chests, connect- 
ing the several boilera together. The spindles of these 
valves should project through stuffing boxes in the 
covers of the valve chests, and they shoidd be balanced 
by a weighted lever, and kept in continual action by 
the steam. If the valves be lifted up, and be suffered 
to remain up, as is the usual practice, they will become 
fixed by corrosion in that position, and it will be im- 
possible after some time to shut them on an erner* 
gency. These Talyes should always be easily acces- 
sible from the engine room ; and it ought not to be 
necessary for the coal boxes to be empty to gain access 
to them. The pipes of marine engines should always 
be made of copper. Cast-iron blow-oflF pipes have in 
some cases been employed, but they are liable to frac- 
ture, and are dangerous. Every pipe passing through 
the ship's side, and every pipe fixed at both ends, and 
liable to be heated and cooled, should be furnished 
with a faucet or expansive joint ; and in the case of 
cast-iron pipes, the part of the pipe fitting into the 
faucet should be turned. In the distribution of the 
faucets of the pipes exposed to pressure, care must be 
taken that they be so placed, that the parts of the pipe 
cannot be forced asunder by the strain, as serious ac- 
cidents have occurred from the neglect of this precau- 
tion. In locomotives, the admission of the steam from 
the boiler to the cylinders is regulated by a valve called 
the regulator, which is generally placed immediately 
above the internal ^re \iox, axA \^ ^opKafc^x^^ ^>5^ \j^^ 
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copper pipes ; one conducting steam from the highest 
point of the dome down to it ; and the other conduct- 
ing the steam that has passed through it along the 
boiler to the upper part of the smoke box. Regulators 
may be divided into two sorts, yiz. those with sliding 
yalves and steam ports, and those with conical valves 
and seats, of which the latter kind are the best. The 
former kind have for the most part consisted of a 
drcular valve and face, with radial apertures, the valve 
resembling the outstretched wings of a butterfly, and 
being made to revolve on its central pivot by con- 
necting links between its outer edges, or by its central 
apindle. In some of Stephenson's engmes with varia- 
Ue expansion gear, the regulator consists of a slide 
valve covering a port on the top of the valve chests. 
A rod passes from this valve through the smoke box 
below the boiler, and by means of a lever parallel to 
the starting lever, is brought up to the engineer's 
reach. Cocks were at first used as regulators, but 
were given up, as they were found liable to stick fast. 
A gridiron slide valve has been used by Stephenson, 
which consists of a perforated square moving upon a 
lEiace with an equal number of holes. This plan of a 
valve gives, with a small movement, a large area of 
opening. In Bury's engines a sort of conical plug is 
used, which is withdrawn by turning the handle in 
front of the fire box: a spiral groove of very large 
pitch is made in the valve spmdle, in which fits a pin 
fixed to the boiler, and by turning the spindle an end 
motion is given to it, which either shuts or opens the 
steam passage according to the direction in which it is 
tamed. The beat r^^olator would pioYn^Y ^ ^ ^^^ 
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of the equilibrium description, such as is used in the 
Cornish engine : there would be no friction in such a 
regulator, and it could be opened or shut with a small 
amount of force. 

171. Q. — Will you enumerate the most interesting 
details which occur to you in connection with the 
structure of locomotives ? 

A. — All locomotives are now made with the framing 
which supports the machinery situated within the 
wheels ; but for some years a vehement controversy 
was maintained respecting the relative merits of outside 
and inside framing, which has terminated however in 
the universal adoption of the inside framing. A similar 
diversity of opinion obtains at present as to the relative 
merits of outside and inside cylinders, the outside 
cylinders being so designated when placed upon the 
outside of the framing, with their connecting rods 
operating upon pins in the driving wheels ; while the 
inside cylinders are situated within the framing, and 
the connecting rods attach themselves to cranks in the 
driving axle. The chief objection to outside cylinders 
is, that they occasion a sinuous motion in the engine 
which is apt to send the train oflP the rails ; but this 
action may be made less perceptible or be remedied 
altogether, by setting the crank pins nearly in the 
same line instead of at right angles, or by placing a 
weight upon one side of the wheels, the momentum of 
which will just balance the momentum of the piston 
and its connections. The sinuous or rocking motion of 
locomotives is traceable to the arrested momentum of 
the piston and its attachments at every stroke of the 
engine, and the effect oi lYift T^x^ssva^ \Xin>& <5.x^»Sj8i\Nf(^ 
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be more operative in inducing oscillation the farther it 
is exerted from the central line of the engine. If both 
cylinders were set at right angles in the centre of the 
carriage, and the pistons were both attached to a 
central crank, there would be no oscillation produced; 
or the same eflPect would be realized by placing one 
cylinder in the centre of the carriage, and two at the 
sides — the pistons of the side cylinders moving simul- 
taneously ; but it is impossible to couple the piston of 
an upright cylinder direct to the axle of a locomotive, 
without causing the springs to work up and down 
with every stroke of the engine : and the use of three 
cylinders, though adopted in some of Stephenson's 
later engines, involves too much complication to be a 
beneficial innovation. It is difficult, in engines in- 
tended for the narrow gauge, to get cylinders within 
the framing of sufficient diameter to meet the exi- 
gencies of railway locomotion; by casting both cyl- 
inders in a piece, however, a considerable amount of 
room may be made available to increase their diameters. 
It is very desirable that the cylinders of locomotives 
should be as large as possible, so that expansion may 
be adopted to a large extent ; and with any given 
speed of piston, the power of an engine either to draw 
heavy loads, or achieve high velocities, will be increased 
with every increase of the dimensions of the cylinder. 
The framing of locomotives, to which the boiler and 
machinery are attached, and which rests upon the 
springs situated above the axles, is formed generally 
of malleable iron, but in some engines the side frames 
consist of oak with iron plates riveted on each. «\dA. 
J'he guard plates are in these cases ^eivereSlX^ Q?l ^vj^j^^ 
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lengthy the frames being curved upwards to pass over 
the driving axle. Hard cast-iron blocks are riveted 
between the guard plates to serve as guides for the 
axle bushes. The side frames are connected across at 
the ends, and cross stays are introduced beneath the 
boiler to stiffen the frame sideways, and prevent the 
ends of the connecting or eccentric rods from falling 
down if they should be broken. The springs are ci 
the ordinary carriage kind, with plates connected at 
the centre, and allowed to slide on each other at their 
ends. The upper plate terminates in two eyefl^ through 
each of which passes a pin, which also passes through 
the jaws erf the bridle, connected by a double-threaded 
screw to another bridle, which is jointed to the framing ; 
the centre of the spring rests upon the axle box. 
Sometimes the springs are placed between the guard 
plates, and bel^w the framing which rests upon their 
extremities. One species of spring, which has gained 
a considerable introduction, consists of a niunber of 
flat steel plates, with a piece of metal or other substance 
interposed between them at the centre, leaving the 
ends standing apart. It would be preferable, perhaps, 
to make the plates c^ a common spring with different 
curves, so that the leaves, though in contact at the 
centre, would not be in contact at the ends with light 
loads, but would be brought into contact gradually, 
as the strain comes on : a spring would thus be ob- 
tained that was suitable for all loads. Behind the 
locomotive runs another carriage, called a tender, for 
holding coke and water. A common mode of con- 
necting the engine and tender is by means of a rigid 
bar, with an eye at eae\\ exv^ \?m:cs>\^ ^Vv^ ^xss. «s^ 
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passed. Between the engine and tender, however, 
buffers should always be interposed, as their pressure 
contributes greatly to prevent oscillation and other 
irregular motions of the engine. In most engines a 
bar is strongly attached to the front of the carriage on 
each side, and projects perpendicularly downwards to 
within a short distance of the rail, to clear away stones 
or other obstructions that might occasion accidents if 
the engine ran over them. The axles bear only against 
the top of the axle boxes, which are generally of brass, 
but a plate extends imdemeath the bearing, to prevent 
sand from being thrown up on it. The upper part of 
the box m most engines has a reservoir of oil, which 
is supplied to the journal by tubes with siphon wicks. 
Stephenson uses cast-iron axle boxes with brasses, 
and grease instead of oil ; and the grease is fed upon 
the journal by the heat of the bearing melting it, 
wheroby it is made to flow down through « hole in 
the brass. Any engines constructed with outside 
bearings have inside bearings also, which are sup- 
ported by longitudinal bars, which serve also in some 
cases to support the piston guides ; these bearings are 
sometimes made so as not to touch the shafts unless 
they break. The wheels of a locomotive are always 
made of malleable iron. The driving wheels are made 
large to increase the speed ; the bearing wheels also 
are easier on the road when large. In the goods 
engines the driving wheels are smaller than in the 
passenger engines, and are generally coupled together. 
Wheels are made with much variety in their con- 
structive details ; sometimes they are inAdft "siniJck. <5»8X*- 
hx>D naves, with the spokes and im oi 'vrto">a!^c^.-^2t«».\ 
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but in the best modem wheels, the nave is formed of 
the ends of the spokes welded together at the centre. 
When cast-iron naves .are adopted, the spokes are 
forged out of flat bars with T formed heads, and are 
arranged radially in the founders' mould, the cast-iron, 
when fluid, being poured among them. The ends of 
the T heads are then welded together to constitute the 
periphery of the wheel or inner tire ; and little wedge- 
form pieces are inserted where there is any deficiency 
of iron. In some cases the arms are hollow, though 
of Vrought-iron ; the tire of wrought-iron, and the 
nave of cast-iron; and the spokes are turned where 
they are fitted into the nave, and are secured in their 
sockets by means of cutters. Hawthorn makes his 
wheels with cast-iron naves and wrought-iron rims 
and arms ; but instead of welding the arms together, 
he makes palms on their outer end, which are attached 
by rivets to the rim. These rivets, however, imless very 
carefully formed, are apt to work loose ; and it would 
probably be found an improvement if the palms were 
to be slightly indented into the rim, in cases in which 
the palms do not meet each other at the ends. When 
the rim is turned it is ready for the ture, which is now 
made of steel. The materials for wheel tires are first 
swaged separately, and then welded together imder the 
heavy hammer at the steel works ; after which they 
arfe bent to the circle, welded, and turned to certain 
gauges. The tire is now heated to redness in a circular 
furnace ; during the time it is getting hot, the iron 
wheel, turned to the right diameter, is bolted down 
upon a face-plate or surface ; the tire expands with 
the heat, and wben at a c\\eTrj t^^/aX. \s» ^q^^'^ wst 



TAB STEAM ENGIVB. 245 

the wheel, for which it was previously too small, and 
it is also hastily bolted down to the surface plate ; the 
whole mass is then quickly immeised by a swing crane 
in a tank of water five' feet deep, and hauled up and 
down till nearly cold ; the tires are not afterwards 
tempered. It is not indispensa'Ue that the whole tire 
should be of steel ; but a dove-tail groove, turned out 
of the tire at the place where it bears most on the rail, 
and fitted with a band of steel, will suffice. This band 
may be put in in pieces, and the expedient appears to 
be the best way of repairing a worn tire ; but par- 
ticular care must be taken to attach these pieces very 
securely to the tire by rivets, else in the rapid revo- 
lution of the wheel the steel may be thrown out by 
the centrifugal force. In aid of such attachment the 
steel after being introduced is well hammered, which 
expands it sideways, until it fills the dove-taU groove. 
The tire is attached to the rim with rivets having 
counter-sunk heads, and the wheel is then fixed on its 
axle. The tire is turned somewhat conical, to facilitate 
the passage of the engine around curves, — the diameter 
of the outer wheel being virtually increased by the 
centrifugal force of the engine, and that of the inner 
wheel being correspondingly diminished, whereby the 
curve is passed without the resistance which would 
otherwise arise from the inequality of the spaces passed 
over by wheels of the same diameter fixed upon the 
same axle. The rails, moreover, are not set quite up- 
right, but are shghtly inclined inwards, in consequence 
of which the wheels must be either conical or slightly 
dished, to bear fairly upon the rails. One benefit of in.- 
chnjng the raUs m this way, and coTmig^i^aft>ai«ek>S&^^«ja^ 
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the flange of the wheels is less liable to bear against 
the sides of the rail, and with the same yiew the 
flanges of all the wheels are made with large fillets in 
the comers. Wheels have been placed loose upon the 
axle, but they have less stability, and are not now 
much used. Muck controversial ingenuity has been 
expended upon the question of the relative merits of 
the four and six wheeled engines; one party main- 
taining that four-wheeled engines are most \uisafe, and 
the other that six-wheeled engines are unmechanical, 
and are more likely to occasion accidents. The four- 
wheeled engines, however, appear to have been charged 
with faults that do not resdly attach to them when 
properly constructed ; for it by no means follows that 
if the axle of a four-wheeled engine breaks, or even 
altogether comes away, that the engine must fall down 
or run off the line ; inasmuch as, if the engine be 
properly coupled with the tender, it has the tender to 
sustain it. It is obvious enough, that such a con- 
nection may be made between the tender and the en- 
gine, that either the fore or hind axle of the engine 
may be taken away, and yet the engine will not fall 
down, but will be kept up by the support which the 
tender affords ; and the arguments hitherto paraded 
against the four-wheeled engines are, so far as regards 
the question of safety, nothing more than ai'guments 
against the existence of the suggested connection. It 
is no doubt the fact, that locomotive engines are now 
becoming too heavy to be capable of being borne 
on four wheels at high speeds without injury to the 
rails ; but the objection of damage to the rails applies 
with at least equal ioK^e to isio^\. ol ^^ '8kL.-'^\i<^led 
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engines hitherto constructed, as in those engines the 
engineer has the power of putting nearly all the 
weight upon the drhring wheels; and if the rail be 
wet or greasy, there is a great temptation to increase 
the bite of those wheels by screwing them down more 
firmly upon the rails. A greater strain is thus thrown 
upon the rail than can exist in the case of any equally 
heavy four-wheeled engine ; and the engine is made 
very unsafe, as a pitching motion will inevitably be 
induced at high speeds, when an engine is thus poised 
upon the central driving wheels, and there will also 
be more of the rocking or sinuous motion. Stephen- 
son makes his driving wheels without flanges, to fa- 
cilitate the passage of the engine around curves ; and 
if six-wheeled engines be made at all, it appears ex- 
pedient to construct them in that manner ; but in- 
stead of making enormously heavy six-wheeled en- 
gines, it appears the preferable alternative to use four- 
wheeled engines of a moderate weight, and to apply 
a sufficient number of them to a train, to enable it 
to reach the required velocity. To this arrangement 
there is no doubt the objection, that the expense of 
the propelling power is greater, as a small engine 
requires a driver and stoker for itself as well as a 
large engine ; but by making the tender double, with 
one engine before it and another behind it, a single 
driver and a single stoker would suffice for the two 
engines. The starting handles of both engines might 
be brought to the middle of the tender, so that the 
engines might be started simultaneously, and be 
made to act in this respect hke a single engine. This 
arrangement appears to me to be gceaSiX^ y^?^x»^^ 
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to that of making heavy six-wheeled engines, as the 
rail will be preserved from the injurious effects of 
excessive weight, and there will be less loss of power 
in contracting the blast pipe, when the fire and flue 
surface is increased by the addition of another engine. 
Tenders are now made larger than heretofore to ob- 
viate the necessity of so many coke and water stations ; 
they should have glass windows all round them to 
shield the engine driver, and enable him during the 
worst winds and rains to keep a steady look out. 
Tenders may be put on any number of wheels, so that 
inconvenience is not likely to arise from their size and 
weight. The cranked axle of locomotives is always 
made of wrought-iron, with two cranks forged upon it 
towards the middle of its length, at a distance from 
each other answerable to the distance between the 
cylinders. Bosses are made on the axle for the 
wheels to be keyed upon, and bearings for the support 
of the framing. The axle is usually forged in two 
pieces, which are afterwards welded together. Some- 
times the pieces for the cranks are put on separately, 
but the cranks so made are liable to give way. In 
engines with outside cylinders the axles are made 
straight — the crank pins being inserted in the naves 
of the wheels. The bearings to which the connecting 
rods are attached are made with very large fillets in 
the comers, so as to strengthen the axle in that part, 
and to obviate side play in the connecting rod. In 
engines which have been in use for some time, how- 
ever, there is generally a good deal of end play in the 
bearings of the axles themselves, and this slackness 
contributes to make the oscillation of the engine more 
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violent ; but this evil may be remedied by making the 
bearings Spheroidal, whereby end play becomes im- 
possible. In every kind of locomotive it is very de- 
sirable that the length of the connecting rod should 
remain invariable, in spite of the wear of the brasses ; 
for there is a danger of the piston striking against the 
cover of the cylinder if it be shortened, as the clearance 
is left as small as possible in order to economize steam. 
In some engines the strap encircling the crank pin is 
fixed immovably to the connecting rod by dove-tailed 
keys, and a bolt passes through the keys, rod, and 
strap, to prevent the dove-tail keys from working out. 
The brass is tightened by a gib and cutter, which is 
kept from working loose by three pinching screws and 
a cross pin or cutter through the point. The efiect of 
this arrangement is to lengthen the rod, but at the 
cross-head end of the rod the elongation is neutralized 
by making the strap loose, so that, in tightening the 
brass, the rod is shortened by an amount equal to its 
elongation at the crank-pin end. The tightening here 
is also effected by a gib and cutter, which is kept from 
working loose by two pinching screws pressing on the 
side of the cutter. Both journals of the connecting 
rod are furnished with oil cups, having a small tube in 
the centre with siphon wicks. The connecting rod is 
a thick flat bar, with its edges rounded. 

1*12. Q. — Will you explain in what manner the 
joints of an engine are made ? 

A. — ^Rust joints are not no^ much used in engines 
of any kind, yet it is necessary that the engineer should 
be acquainted with the manner of their formation. 
One ounce of sal-ammoniac in powder is mingled 
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with 18 ounces, or a pound, of borings oi cast-iron, 
and a sufficiency of water is added to wet the mixture 
thoroughly, which should be done some hours before it 
is wanted for use. Some persons add about half an 
ounce of flowers of brimstone to the above proportions, 
and a little sludge from the grindstone trough. This 
cement is caulked into the joints with a caulking iron, 
about three*quarters of an inch wide, and one quarter 
of an inch thick, and after the caulking is finished the 
bolts of the joints may be tried to see if they cannot 
be further tightened. The skin of the iron must, in 
all cases, be broken where the rust joint is to be made ; 
and, if the place be greasy, the surface must be well 
rubbed over with nitric acid, and then washed with 
water, till no grease remains. The oil about engines 
has a tendency to damage rust joints by recovering 
the oxide. Coppersmiths staunch the edges of their 
plates and rivets by means of a cement, formed of 
pounded quickhme, with serum of blood, or white of 
egg ; and in copper boilers such a substance may be 
useful in stopping the impalpable leaks which some- 
times occur, though Roman cement appears to be 
nearly as effectual. 

1*73. Q. — Will you explain the method of case-hard- 
ening the parts of engines ? 

A. — ^The most common plan for case-hardening 
consists in the insertion of the articles to be operated 
upon among horn or leather cuttings, bone dust, or 
animal charcoal, in an iron box provided with a tight 
lid, which is then put into a furnace for a period an- 
swerable to the depth of steel required. In some cases 
the plan pursued by the gunsmith may be employed 
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with conyenience. The article is inserted in a sheet- 
iron case amid bone dust, often not burned ; the lid of 
the box is tied on with wire, and the joint luted with 
clay ; the box is heated to redness as quickly as pos- 
sible, and kept half an hour at a uniform heat : its con- 
tents are then suddenly immersed in cold water. The 
more unwieldy portions of an engine may be case- 
hardened by prussiate of potash — ^a salt made from 
animal substances, composed of two atoms of carbon 
and one of nitrogen, and which operates on the same 
principle as the charcoal. The iron is heated in the 
fire to a dull red heat, and the salt is either sprinkled 
upon it or rubbed on in a lump, or the iron is rubbed 
in the salt in powder. The iron is then returned to 
the fire for a few minutes, and finally immersed in 
water. By some persons the salt is supposed to act 
unequally, as if there were greasy spots upon the iron 
which the salt refused to touch, and the effect under 
any circumstances is exceedingly superficial; never- 
theless, upon all parts not exposed to wear, a sufficient 
coating of steel may be obtained by this process. In 
the malleable iron work of engines scrap-iron has long 
been used, and considered preferable to other kinds ; 
but if the parts are to be case-hardened, as is now the 
usual practice, the use of scrap-iron is to be repre- 
hended, as it is almost sure to make the parts twist in 
the case-hardening process. In case-hardening, iron 
absorbs carbon, which causes it to swell ; and as some 
kinds of iron have a greater capacity for carbon than 
other kinds, in case-hardening they will swell more, 
and any such ^mequal enlargement in the constituent 
portions of a piece of iron will cause it to change its 
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figure. In some cases, case-hardening has oansed sncli 
a twisting of the parts, of an engine that they could 
not afterwards be fitted together; it is preferable, 
therefore, to make such parts as are to be case-har- 
dened to any considerable depth of Lowmoor iron, 
which being homogeneous will absorb carbon equally, 
and will not twist. 

1 74. Q. — ^What is the composition of the brass used 
in the construction of engines ? 

A. — The brass bearings of an engine are composed 
principally of copper and tin : the ordinary range of 
good yellow brass that files and turns well, is about 
4^ to 9 oz. of zinc to the pound of copper. Brazing 
solders when stated in the order of their hardness are, 
— three parts copper and one part zinc (very hard), 
eight parts brass and one part zinc (hard), six parts 
brass, one part tin, and one part zinc (soft) ; a very 
common solder for iron, copper, and brass, consists of 
nearly equal parts of copper and zinc. Muntz's metal 
consists of forty parts zinc and sixty of copper ; any 
proportions between the extremes of fifty parts of zinc 
and fifty parts copper, and thirty-seven zinc and sixty- 
three copper, will roll and work at a red heat, but forty 
zinc to sixty copper are the proportions preferred. 
Bell metal, such as is used for large bells, consists of 
4 J oz. to 5 oz. of tin to the pound of copper ; speculum 
metal consists of from 7 J oz. to 8 J oz. of tin to the 
pound of copper ; tough brass for engine work, 1 J lb. 
tin, 1^ lb. zinc, and 10 lbs. copper ; brass for heavy 
bearings, 2 J oz. tin, ^ oz. zinc, and 1 lb. copper. There 
is a great difference in the length of time brasses wear, 
as made by different manufacturers ; but the difference 
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arises as much from a different quantity of surface, as 
from a varying composition of the metal. Brasses 
should always he made strong and thick, as when thin 
they collapse upon the bearing, and increase the fric- 
tion and the wear. Babbitt's patent lining metal for 
bushes has latterly been introduced in the bushes of 
locomotive axles and other machinery ; it is composed 
of 1 lb. of copper, 1 lb. regulus of antimony, and 10 lbs. 
of tin, or other similar proportions, the presence of 
tin being the only material condition. The copper is 
first melted, then the antimony is added, with a small 
portion of tin; charcoal being strewed over the sur- 
face of the metal in the crucible to prevent oxidation. 
The bush or article to be lined having been cast with 
a recess for the soft metal, is to be fitted to an iron 
mould, formed of the shape and size of the bearing or 
journal, allowing a little in size for the shrinkage. 
Drill a hole for the reception of the soft metal, say 
^ to -I in. diameter, wash the parts not to be tinned 
with a clay wash to prevent the adhesion of the tin, 
wet the part to be tinned with alcohol, and sprinkle 
fine sal-ammoniac upon it ; heat the article until fumes 
arise from the ammonia, and immerse it in a kettle 
of Banca tin, care being taken to prevent oxidation. 
When sufficiently tinned the bush should be soaked 
in water, to take off any particles of ammonia that 
may remain upon it, as the ammonia would cause the 
metal to blow. Wash with pipe clay and dry ; then 
heat the bush to the melting point of tin, wipe it 
clean, and pour in the metal, giving it sufficient head 
as it cools ; the bush should then be scoured with fine 
sand to take off any dirt that may remain upon it, 
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and it is then fit for use. This metal w^dars for a 
longer time than ordinary gim metal, and its use is 
attended with very little friction. If the bearing 
heats, however, from the stopping of the oil hole or 
otherwise, the metal will be melted out. A metallic 
grease, containing particles of tin in the state of an im- 
palpable powder, would probably be preferable to the 
lining of metal just described. 

175. Q. — Have you any information to offer relative 
to the lubrication of engine bearings ? 

A. — A very useful species of oil cup is now em- 
ployed in a number of steam vessels, and which, it 
is said, accomplishes a considerable saving of oil, at 
the same time that it more effectually lubricates the 
bearings. A ratchet wheel is fixed upon a little shaft 
which passes through the side of the oil cup, and is 
put into slow revolution by a pendulum attached to 
its outside, and in revolving it lifts up little buckets 
of oil, and empties them down a funnel upon the centre 
of the bearing. Instead of buckets a few short pieces 
of wire are sometimes hung on the internal revolving 
wheel, the drops of oil which adhere on rising from 
the liquid being deposited upon a high part set upon 
the funnel, and which, in their revolution, the hang- 
ing wires touch. By this plan, however, the oil is 
not well supplied at slow speeds, as the drops fall 
before the wires are in the proper position for feeding 
the journal. Another lubricator consists of a cock or 
plug inserted in the neck of the oil cup, and set in 
revolution by a pendulum and ratchet wheel, or any 
other means. There is a small cavity in one side of 
the plug which is filled with oil when that side is 
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uppermost, and delivers the oil through the bottom 
pipe when it comes opposite to it. In some cases 
bearings heat from the existence of a cruciform groove 
on the top brass for the distribution of the oil, the effect 
of which is to leave the top of the bearings dry. In 
the case of revolving journals the plan of cutting a 
cruciform channel for the distribution of the oil does 
not do much damage ; but in other cases, as in beam 
journals, for instance, it is most injurious, and the 
brasses cannot wear well wherever the plan is pur- 
sued. The right way is to make a horizontal groove 
along the brass where it meets the upper siuface of 
the bearing, so that the oil may be well deposited on 
the highest point of the journal, leaving the force of 
gravity to send it downwards. This channel should, 
of course, stop short a small distance from each flange 
of the brass ; otherwise the oil would run out at the ends. 

176. Q. — ^Will you explain the operation of erecting 
engines in the workshop ? 

A, — In beginning the erection of side lever marine 
engines in the workshop, the first step is to level the 
bed plate lengthways and across, and strike a line up 
the centre, as near as possible in the middle, which 
indent with a chisel in various places, so that it may 
at any time be easily found again. Strike another line 
at right angles with this, either at the cylinder or 
crank centre, by raising a perpendicular in the usual 
manner. Lay the other sole plate alongside at the 
right distance, and strike a line at the cylinder or 
crank centre of it also, shifting either sole plate a little 
endways until these two transverse hues come into 
the same line, which may be ascertained by applying 
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a straight edge across the two sole plates. Strike the 
rest of the centres across, and drive a jnn into each 
comer of each sole plate, which file down level, so as 
to serve for points of reference at any future stage; 
next, try the cylinder, or plumb it on the inside 
roughly^ and see how it is for height, in order to 
ascertain whether much will be required to be chipped 
off the bottom, or whether more requires to be chipped 
off the one side than the other. Chip the cylinder 
bottom fair; set it in its place, plmnb the cylinder 
very carefully with a straight edge and silk thread, 
and scribe it so as to bring the cylinder mouth to the 
right height, then chip the sole plate to suit that 
height. The cylinder must then be tried on again, 
and the parts filed wherever they bear hard, until the 
whole surface is well fitted. Next chip the place for 
the framing ; set up the framing, and scribe the hori- 
zontal part of the jaw with the scriber used for the 
bottom of the cylinder, the upright part being set to 
suit the shaft centres, and the angular flange of 
cylinder, where the stay is attached, having been pre- 
viously chipped plumb and level. The stake wedges 
with which the framing is set up preparatorily to the 
operation i>f scribing, must be set so as to support 
equally the superincumbent weight, else the framing 
will spring from resting unequally, and it will be 
altogether impossible to fit it well. These directions 
obviously refer exclusively to the old description of 
side lever engine with cast-iron framing ; but there is 
more art in erecting an engine of that kind with 
accuracy, than in erecting one of the direct action 
engines, where it is chiefly turned or bored surfaces 
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that hvve to be dealt with. It will be proper, howy 
ever, to describe the method pursued in erecting pscilt 
lating engines. The colunips here are of wrought- 
iron, and in the case of small engines there is a 
template made of wood €uid sheet-iron, in which the 
holes are set in the proper positions, by whidh the 
upper and lower frames are adjusted ; but in the case 
of large engines^ the holes are set off by means of tram- 
mels. The holes for the reception of the columns are 
cast in the frames, and are recessed out internally : th^ 
bosses encircling the holes are made quite level across, 
and made very true with a face plate, and the pillars 
which have been turned to a gauge are then inserted^ 
The top frame is next put on, and must bear upon 
the collars of the columns so evenly, that one of the 
columns will not be bound by it harder than another^ 
If this point b^ not attained, the surfaces must be 
further scraped, until a perfect fit is established. The 
whole of the bearings in the best oscillating engines 
are fitted by means of scraping, and on no other mode 
of fitting can the same reliance be placed for: ezacti-> 
tude. In fixing the positions of the centres: in side 
lever engines, it appears to be the most conveni^t 
way to begin with the main centre. The height of 
the centre of the cross head at half stroke above the 
plane of the main centre, is fixed by the drawing of 
the engine, which gives the distance from the centre 
of cross head at half stroke to the flange of the cylinder ; 
and frpm thence it is easy to find the perpendicular 
distance from the cylinder flange to the plane of the 
main centre, merely by putting a straight edge along, 
l^y^, from the position of the main centre to the 
' - ' 22* 
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cylinder, and measuring from the cylinder flange down 
to it» raising or lowering the straight edge until it 
rests at the proper measurement. The main centre is 
in that plane, and the fore and aft position is to he 
found by plumUng up from the centre line on the 
sole plate. To find the paddle shaft centre, plumb up 
from the centre line marked on the edge of the sole 
plate, and on this line lay off from the plane of the 
main centre the length of the connecting rod, if that 
length be already fixed, or otherwise the height fixed 
in the drawing of the paddle shaft aboye the main 
centre. To fix the centre for the parallel motion 
shaft when the parallel bars are connected with the 
cross head, lay off upon the plane of main centre the 
length of the parallel bar from the centre of the 
cylinder ; deduct the length of the radius crank, and 
plumb up the central line of motion shaft ; lay off on 
this line, measuring from the plane of main centre, the 
length of the side rod ; this gives the centre of parallel 
motion shaft when the radius bars join the cross head, 
as is the preferable practice where parallel motions 
are used. The length of the connecting rod is the 
distance from the centre of the beam when level, or 
the plane of the main centre, to the centre of the 
paddle shaft, ^he length of the side rods is the dis- 
tance from the centre line of the beam when level, 
to the centre of the cross head when the piston is at 
half stroke. The length of the radius rods of the par- 
allel motion is the distance from the point of attachment 
on the cross head or side rod, when the piston is at half 
stroke, to the extremity of the radius crank, when 
the crank is horizontal ; or in engines with the parallel 
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motion attached to the cross head, it is the distance 
from the centre of the pin of the radius crank when 
horizontal to the centre of the cylinder. Haying fixed 
the centre of the parallel motion shaft in the mamier 
just described, it only remains to put the parts to- 
gether when the motion is attached to the cross head ; 
but when the motion is attached to the side rod, the 
end of the parallel bar must not move in a perpen- 
dicular line, but in an arc, the versed sine of which 
bears the same ratio to that of the side lever, that the 
distance from the top of the side rod to the point of 
attachment bears to the total length of the side rod. 
The parallel motion when put in its place should be 
tested by raising and lowering the piston by means of 
the crane : first, set the beams level, and shift in or 
out the motion shaft plummer blocks or bearings, 
until the piston rod is upright. Then move the piston 
to the two extremes of its motion ; if at both ends the 
cross head is thrown too much out, the stud in the 
beam to which the motion side rod is attached is too 
far out, and must be shifted nearer to the main centre ; 
if at the extremities the cross head is thrown too far 
in, the stud in the beam is not out far enough. If the 
cross head be thrown in at the one end, and out equally 
at the other, the fault is in the motion side rod, which 
must be lengthened or shortened to remedy the defect. 

177. Q, — ^Will you explain how the slide valve of 
an engine is set ? 

A. — ^Place the crank in the position corresponding 
to the end of the stroke, which can easily be done in 
the shop with a level or plumb line ; but in a steam 
TSBsel another method becomes necessary. Draw the 
tFBDBverBe centre line^ answering to t\i<^ ^tvXjc^^qxs.^ ^ 
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the onnk- shaft, on the sole plate of the eDgpae, or oDi ! 
the cylinder mouth if the engine be direct action ; de- 
scribe a circle of the diameter of the crank pin upon 
the large eye of the crank, and mark ofif on either side 
of the transverse centre line a distance equal to the 
scmidiameter of the crank pin. From the point thus 
found, stretch a line to the edge of the circle described 
on the large eye of the crank, and bring round the 
crank shaft till the crank pin touches the stretched 
line ; the crank may thus be set at either end of. its 
stroke. When the crank is. thus, placed at the end of 
the stroke, the valve must be adjusted so as to have the 
amount of lead, or opening on the steam side, which it 
is intended to give at the. banning of the stroke ; the 
eccentric must then be turned round upon . the shaft 
until the notch in the eccentric rod comes opposite the 
pin on the valve lever, and falls into gear ; mark upon 
the shaft the situation of the eccentric, and put on the 
catches in the usual way. The same process must be 
repeated for going astern, shifting round the eccentric 
to the opposite side of the shaft, until the rod again 
foils into gear. In setting valves, regard must be had 
to the kind of engine, the arrangement of the levers, 
and the kind of valve employed. In setting the valves 
of locomotives a similar method is adopted : place the 
crank in the position answerable to the end of the 
stroke of the piston, and draw a straight line, repre- 
senting the centre line of the cylinder, through the 
centres of the crank shaft and crank pin. From the 
centre of the shaft describe a circle with the diameter 
equal to the throw of the valve, another to represent 
the crank shaft, and a t\i\T^ cvT<^<fe \ft \«^t«afcw\. ^iofc 
path of the crank pin. Ytom ^e ^cpJa^ ^^ >iiafe ws^ 
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Bliaft> draw a line perpendicular to the centrie line of 
the cylinder and crank shafts and draw another per- 
pendicular at a distance from the first equal to the 
amount of the lap and the lead of the valve : the 
points in which this line intersects the circle of the 
eccentric are the points in which the centre of the 
eccentric should be placed for the forward and reverse 
motions. When the eccentric rod is attached directly 
to the valve, thie radius of the eccentric, which pre- 
cedes the crank in its revolution, forms with the crank 
an obtuse angle ; but when by the intervention of levers 
the valve has a motion opposed to that of the eccentric 
rod, the angle contained by the crank and the radius 
of the eccentric must be acute, and the eccentric must 
follow the crank: in other words, with a direct at- 
tachment to the valve the eccentric is set more than 
one-fourth of a revolution in advance of the crank, 
and with an indirect attachment the eccentric is set 
le88 than one-fourth of a circle behind the crank. If 
the valve were without lead or lap the eccentric would 
be exactlv one-fourth of a circle in advance of the 
crank or behind the crank, according to the nature of 
the valve connection ; but as the valve would thus 
cover the port by the amount of the lap and lead, the 
eccentric must be set forward so as to open the port 
to the extent of the lead, and this is effected by the 
plan just described. In working locomotives the ec- 
centrics sometimes jshift upon the shaft, in which case 
they may be easily refixed by setting the vahre open 
the amount of the lead, setting the crank at the end of 
the istroke, and bringing round the eGcevitna 'vj;:^\5l^«^ 
iiiaft till tiie eccentric rod geaxa iv\9i!b^ ^Qiifo ^ii2^^« ^ 
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would €^eia be troublesome in practice to get access 
to the yalve for the purpose of setting it, and tibis 
may be dispensed with if the amount of lap on the 
yalve and the length of the eccentric rod be known. 
To this end draw upon a board two straight lines at 
right angles to one another, and from their point of 
intersection as a centre describe two circles, one repre- 
senting the circle of the eccentric, the other the crank 
shaft ; draw a straight line parallel to one of the 
diameters, and distant from it the amount of the lap 
and the lead ; the points in which this parallel intersects 
the circle of the eccentric are the positions of the 
forward and backward eccentrics. Through these 
points draw radial lines from the centre of the circle, 
and mark the intersections of these lines with the circle 
of the crank shaft ; measure with a pair of compasses 
the chord of the arc intercepted between either of these 
intersections and the diameter which is at right angles 
with the crank ; and the diameters being first marked 
on the shaft itself, it will follow that by transferring 
with the compasses the distance found in the diagram, 
and marking the point, the position of the eccentric 
will be fixed without difficulty. 

1*78. Q, — ^Will you explain the method of putting 
engines into a steam vessel ? 

A. — ^As an illustration of this operation it may be 
advisable to take the case of a side lever engine, and 
the method of proceeding is as follows : — ^First mea- 
sure across from the inside of paddle bearers to the 
centre of the ship, to make sure that the central line, 
running in a fore and aft direction on the deck or 
beams, usually drawn by the carpenter, is really in 
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the centre. Stretch a tine across between the paddle 
bearers in the direction of the shaft : to this line in the 
centre of the ship where the fore and aft mark has 
been made, apply a square with arms six or eight feet 
long, and bring a tine stretched perpendicularly from 
the deck to the keelson, accurately to the edge of the 
square ; the lower point of the tine where it touches 
the keelson will be immediately beneath the marks 
made upon the deck. If this point does not come in 
the centre of the keelson, it will be better to shift it a 
tittle, so as to bring it to the centre, altering the 
mark upon the deck correspondingly, provided either 
paddle shaft will admit of this being done— one of the 
paddle brackets being packed behind with wood, to 
give it an additional projection from the side of the 
paddle bearer. Continue the line fore and aft upon 
the keelson as nearly as can be judged in the centre of 
the ship ; stretch another line fore and aft through 
the mark upon the deck, and look it out of winding 
with the line upon the keelson. Fix upon any two 
points equally distant from the centre, in the tine 
stretched transversely in the direction of the shaft; 
and from those points as centres, and with any conve- 
nient radius, sweep across the fore and aft line to see 
that the two are at right angles ; and, if not, shift the 
transverse line a tittle to make them so. From the 
transverse line next let fall a line upon each outside 
keelson, bringing the edge of the square to the line, 
the other edge resting on the keelson. A point will 
thus be got on each outside keelson perpendicidarly 
beneath the transverse line running in the direction of 
the shaft, and a tine drawn between those two points 
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wOl be directly below the shaft. To thiis line the line 
of the shaft marked on the sole plate has to be brought, 
care being taken, at the same time, that the right dis- 
tance is preserved between the fore and aft line upon 
the sole plate, and the fore and aft line upon the central 
keelson. Before any part of the machinery is put m, 
the keelsons should be dubbed fair and straight^ and be 
looked out of winding by means of two straight edges. 
The art oi placing engines in a ship is more a piece of 
plain cominon sense than any other feat in engineering, 
and every man of intelligence may easUy settle a 
method of procedure for himself. Plumb lines and 
spirit levels, it is obvious, cannot be employed on 
board a vessel, and the problem consists in so placing 
the sole plates, without these aids, that the paddle 
shaft will not stand awry across the vessel, nor be car- 
ried forward beyond its place by the framing shoul- 
dering up more than was expected. As a plumb line 
cannot be used, recourse must be had to a square ; and 
it will signify nothing at what angle with the deck the 
keelsons run, so long as the line of the shaft across 
the keelsons is squared down from the shaft centre. 
The sole plates being fixed, there is no diflSculty in 
setting the other parts of the engine in their proper 
places upon them. The paddle wheels must be hung 
from the top of the paddle box to enable the shaft 
to be rove through them, and the cross stays be- 
tween the engines should be fixed in when the vessel 
is afloat. To try whether the shafts are in a line, turn 
the {)addle wheels, and try if the distance between the 
cranks is the same at the upper and under end, and the 
two horizontal centres ; if not, move the end ai the 
paddle shaft up or down, backwards or forwards, imtil 
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the distance between the cranks at all the four centres 
is the saine. 

179. ^.— rin what manner are the engines of a 
steam-vessel ^secured to the hull ? 

A. — ^The engines of a steamer are secured to the 
hull by means of bolts called holding-down bolts ; and 
in most steam^yessels a good deal of trouble is caused 
by these bolts, which are generally made of iron. 
Sometimes they go through the bottom of tlM3 ship> 
and at other times they merely go through the keel- 
son, — a recess being made in the floor or timbers to 
admit of the introduction of a nut. The iron, how-* 
ever, wears rapidly away in both cases, even though 
the bolts are tinned; and it has been found the pre- 
ferable method to make such of the bolts as pass 
through the bottom, or enter the bilge, of Muntz's 
metal, or of copper. In a side lever engine, four 
Muntz's metal bolts may be put through the bottom 
at the crank end of the framing of each engine, foxxt 
more at the, main centre, and four more at the cyl- 
inder, making twelve through -bolts to each engine; 
and it is more convenient to make these bolts with a 
nut at each end, as in that case the bolts may be 
dropped down from the inside, and the necessity is 
obviated of putting the vessel on very high blocks* in 
the dock, in order to give room to put the bolts up 
from the bottom. The remainder of the holding- 
down bolts may be of iron, and may, by means of a 
square neck, be screwed into the timber of the kee]« 
sons as wood screws — the upper part being furnished 
with a nut which may be screwed down upon the sole 
plate, so soon aa the wood scce^ i^tVkRi *^ m ^Mk 

28 
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place. If the cylinder be a fixed one it should be 
bolted down to the sole plate by as many bolts as are 
employed to attach the cylinder cover, and they should 
be of copper or brass, in any situation that is not 
easily accessible. In well formed bolts, the spiral 
groove penetrates about one-twelfth of the diameter 
of the cylinder round which it winds, so that the di- 
ameter of the solid cylinder which remains is five- 
sixths of the diameter over the thread. If the strain 
to which iron may be safely subjected in machineiy 
is one-fifteenth of its utmost strength, or 4000 lbs. <hi 
the square inch, then 2180 lbs. may be sustained by 
a screw an inch in diameter, at the outside of the 
threads. The strength of the holding-down bolts 
may easily be computed, when the elevating force of 
the piston or main centre is known, but it is expe- 
dient very much to exceed this strength in practice, 
on account of the elasticity of the keelsons, the lia- 
bility to corrosion, and other causes. It is difficult 
to fix engines effectually which have once begim to 
work in the ship, for in time the surface of the keel- 
sons on which the engines bear becomes worn uneven, 
and the engines necessarily rock upon it. As a 
general rule, the bolts attaching the engines to the 
keelsons are too few and of too large a diameter : it 
would be preferable to have smaller bolts, and a 
greater number of them. In addition to the bolts 
going through the keelsons, or the vessel's bottom, 
there should be a large number of wood screws se- 
curing the sole plate to the keelson, and a large 
number of bolts securing the various parts of the 
engine to the sole plate. In iron vessels, holding- 
down bolts passing through the bottom are not ex- 
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pcdient ; and tliere the engine has merely to be secured 
to the h-on plate of the keelsons, which are made hol- 
low, to admit of a more effectual attachment. 

180. Q. — ^What are the most important of the points 
which suggest themselves to you^ in connection with 
the management of marine engines ? 

A. — ^The attendants upon engines should prepare 
themselves for any casualty that may arise, by con- 
sidering possible cases of derangement, and deciding 
in what way they would act should certain accidents 
occur. The course to be pursued must have refer- 
ence to particular engines, and no general rules can 
therefore be given, but every marine engineer should 
be prepared with the measures to be pursued in the 
emergencies in which he may be called upon to act, 
and where every thing may depend upon his energy 
and decision. In some cases of collision, the funnel 
is carried away and lost overboard, and such cases 
are among the most difficult for which a remedy can 
be sought. If flame come out of the chimney when 
the funnel is knocked away, so as to incur the risk of 
setting the ship on fire, the uptake of the boiler must 
be covered over with an iron plate, or be sufficiently 
covered to prevent such injury. A temporary chim- 
ney must then be made of such materials as are on 
board the ship. If there are bricks and clay or lime 
on board, a square chimney may be built with them ; 
or if there be sheet-iron plates on board, a square 
chimney may be constructed of them. In the absence 
of such materials, the awning stanchions may be set 
up round the chimney, and chain rove in through 
among them in the manner of wicker work, so as to 
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make an iron wicker chimney, which may th^i be 
plastered outdde with wet ashes mixed with clay, 
flour, or any other material that will give the ashes 
cohesion. War steamers should carry short spare 
funnels, which may easily be set up should the ori- 
ginal funnel be shot away ; and if a jet of steam be 
let into the chimney, a very short and small funnel 
will suffice for the purpose of draught. If the crank 
pm breaks, the other engine must be worked with the 
one wheel. It will sometimes happen, when there is 
much lead upon the slide valve, that the single engine, 
on being started, cannot be got to turn the centre, 
if there be a strong opposing wind and sea ; the pis- 
ton going up to near the end of the stroke, and then 
coming down again without the crank being able to 
turn the centre. In such cases, it will be necessary 
to turn the vessel's head sufficiently from the wind to 
enable some sail to be set ; and if once there is weigh 
got upon the vessel the engine will begin to work 
properly, and will continue to do so though the vessel 
be put head to wind as before. If the eccentric 
oatches, or hoops break or come off, and the damage 
cannot readily be repaired, the valve may be worked 
by attaching the end of the starting handle to any 
convenient part of the other engine, or to some part 
in connection with the connecting rod of the same 
engine. In side lever engines, with the starting bar 
hanging from the top of the diagonal stay, as is a 
very common arrangement, the valve might be 
wrought by leading a rope from the side lever of the 
other engine through blocks, so as to give a horizontal 
pull to the hanging staxVim^Xiwc, «aA \iafc\i»a: ^^^sS.WJ^ 
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brought back by a weight. Another plan would be, 
to lash a piece of wood to the crosa^tail butt of the 
damaged engine, so as to obtain a sufficient throw for 
working the valve, and then to lead a piece of wood 
or iron, from a suitable point in the piece of wood 
attached to the cross-tail, to tibe stfurting handle^ 
whereby the valve would receive its proper motion, 
If the shafts or cranks break, the engine may never*- 
theless be worked with moderate pressure to bring 
the vessel into port^ but if the crank be very bad, it 
will be expedient to fit strong blocks of wood under 
the ends of the side levers, or other smtable : part, to 
prevent the cylinder bottom or cover from being 
knocked out, should the damaged part give way. 
The same remark is applicable when flaws are discov- 
ered in any of the main parts of the engine, whether 
they be malleable or oast-iron ; but they must be care- 
fully watched, so that the engines may be stopped if 
the crack is extending further. Should fracture occur, 
the first thing obviously to be done is to throw the 
engines out of gear, and should there be much weigh 
on the vessel, the steam should at once be thrown on 
the reverse side of the piston, so as to counteract the 
pressure of the paddle wheel. 

181. Q, — What are the chief duties erf the engine 
driver of a locomotive ? 

A. — ^The engineer of a locomotive should constantly 
be upon the foot-board of the engine, so that the regu- 
lator, the whistle, or the reversing handle may be used 
instantly, if necessary ; he must see that the level of 
the water in the boiler is duly maintained, and t\N»iL 
the Bteam is kept at a uniform. pieasxK^i. \clW^c»% 

23* 



270 A CATECHISM OF 

the boilers with water, and the furnaces with fuel, a 
good deal of care and some tact is necessary, as irr^u- 
larity in the production of steam will often occasion 
priming, even though the water be maintained at a 
uniform level ; and an excess of water will of itself 
occasion priming, while a deficiency is a source of 
obvious danger. The engine is generally furnished 
with three gauge cocks, and water should always come 
out of the second gauge cock and steam out of the top 
one when the engine is running ; but when the engine 
is at rest, the water in the boiler is rather lower than 
when in motion, so that when the engine is at rest, 
the water will be high enough if it just reaches to the 
middle gauge cock. The boiler should be well filled 
with water on approaching a station, as there is then 
steam to spare, and additional water cannot be con- 
veniently supplied when the engine is stationary. The 
furnace should be fed with small quantities of fuel at 
a time, and the feed should be turned off just before a 
fresh supply of fuel is introduced. The regulator may, 
at the same time, be partially closed ; and, if the blast 
pipe be a variable one, it will be expedient to open it 
widely while the fuel is being introduced, to check the 
rush of air in through the furnace door, and then to 
contract it very much so soon as the furnace door is 
closed, in order to recover the fire quickly. The proper 
thickness of coke upon the grate depends upon the 
intensity of the draught : but in heavily loaded engioes 
it is usually kept up to the bottom of the fire door. 
Care, however, must be taken that the coke does not 
reach up to the bottom row of tubes so as to choke 
tliem up. The i\ie\ \a \\sv]l«2^^ ^^a&'i\ ^tn. >Jafc ^graitA 
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like a vault ; and if the fire box be a square one, it is 
heaped high in the corners, the better to maintain the 
combustion. In starting from a station, and also in 
ascending inclined planes, the feed water is generally 
shut off; and therefore, before stopping or ascending 
inclined planes, the boiler should be well filled up with 
water. In descending inclined planes an extra supplj 
of water may be introduced into the boiler, and the 
fire may be fed, as there is at such times a superfluity 
of steam, ^n descending inclined planes the regulator 
must be J jyartially closed, and it should be entirely 
closed if t^e |dane be very steep. The same precaution ^ 
should be observed in the case of curves, or rough 
places on the line, and in passing over points or 
crossings. To ascertain whether the pumps are acting 
well, the pet cock, which is a small cock opening^ into 
the pump, must be turned, and if any of the valves 
stick they will sometimes be induced to act again by 
working with the pet cock open, or alternately open 
and shut. Should the defect arise from a leakage of 
steam into the pump, which prevents the piunp from 
drawing, the pet cock remedies the evil by permitting 
the steam to escape. Should priming occur from the 
water in the boiler being dirty, a portion of it may be 
blown out; and should there be much boiling down 
through the glass-gauge tube, the stop cock may be 
partially closed. The water should be wholly blown 
out of locomotive boilers three times a week, and at 
those times two mud hole doors at opposite comers of 
the boiler should be opened, and the boiler be washed 
internally by means of a hose. On approachixv^ ^ 
BtatioB the regulator should be gradxisXV^ ^^osfc^^^sA"'^ 
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should be completely shut about half a mile from the 
station — if the train be a very heavy one; the train 
may then be brought to rest by means of the breaks. 
Too much reliance, however, must not be put upon 
the breaks, as they sometimes give way, and in frosty 
weather are nearly inoperative. In cases of urgency 
the steam may be thrown upon the reverse side of the 
piston, but it is desu*able to obviate this necessity as 
far as possible. At terminal stations the steam should 
be shut off earher than at roadside stations, as a col- 
lision will take place at terminal stations if the train 
overshoots the place where it ought to stop. There 
should always be a good supply of water when the 
engine stops ; but the fire may be suffered gradually to 
burn low towards the conclusion of the journey. So soon 
as the engine stops it should be wiped down, and be 
then carefully examined : the brasses should be tried, 
to see whether they are slack or have been heating ; 
and, by the application of a gauge, it should be ascer- 
tained occjisionally whether the wheels are square on 
their axles, and whether the axles have end play, 
which ♦sliould be prevented. The stuflSng boxes must 
be tightened, and the valve gear examined, and the 
eccentrics be occasionally looked at to see that they 
have not shifted on their axles, though this defect will 
be generally intimated by the irregular beating of the 
engines. The tubes : should also be examined and 
cleaned out, and the ashes emptied out of the smoke 
box through the small ash door at the end. If the 
engine be a six -wheeled one, it will be liable to pitcl 
and oscillate if too much weight be thrown upon the 
driving wheels ; and ^Yvct^ %\xq\i \».\i\^& -ax^ ^^^^^s^^ <u 
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exist, the weight upon the driving wheels should be 
diminished. The practice of blowing off the boiler by 
the steam, as is always done in marine boilers, should 
not be permitted as a general rule in locomotive 
boilers, when the tubes are of brass and the &"e box of 
copper ; but when the tubes and fire boxes are of iron, 
there will not be an equal risk of injury. Before 
starting on a journey, the engine man should take a 
summary glance beneath the engine — but before doing 
80 he ought to assure himself that no other engine is 
coming up at the time. The regulator, when the 
engine is standing, should be closed and locked, and 
the eccentric rod be fixed out of gear, and the tender 
break screwed down; the cocks of the oil vessels 
should at the same time be shut, but should all be 
opened a short time before the train starts. When a 
tube bursts, a wooden or iron plug must be driven into 
each end of it, and if the water or steam be rushii^ 
out so fiercely that the exact position of the imper- 
fection cannot be discovered, it will be advisable to 
diminish the pressure by increasing the supply of feed 
water. Should the leak be so great that the level of 
the water in the boiler cannot be maintained, it will 
be expedient to drop the bars and quench the fire, so 
as to preserve the tubes and fire box from injury. 
Shoidd the wooden casing of the boiler catch fire, it 
may be extinguished by throwing a few buckets of 
water upon it, or, if the engine is at a station, it may 
be brought under the water erane. Should the piston 
rod or connecting rod break, or the cutters fall out or 
be clipped off — as sometimes happens tA iVsfc -^^s^X^^l 
eutter when the engine is suddenly tevctaft^ \i.^^ ^ 
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most conveniently accomplished by the introduction of 
vertical tubes, inserted in short barrels, each furnished 
with a chimney, and set upon a square fire-box ex- 
tending the whole length of the engine ; the axle of 
the driving wheel may be introduced above the fire- 
box, and between two of the barrels, whereby the 
engine will be kept so near the ground as to obviate 
the liability of being top-heavy. If the two cylinders, 
which may be oscillating, be set upon the top of the 
fire-box, at the angle of 46° with each other, but in the 
same vertical plane, and if both piston rods be coupled 
to the same crank, the shaft of which extends to each 
side of the carriage, where it is provided with other 
cranks operating by means of horizontal rods upon 
pins in the driving wheel, the highest velocities will 
be attainable without any sinuous or rocking motion ; 
and the whole of the machinery being above the boiler, 
will be accessible while the train is running, and will 
not be exposed so much to ashes and dust. With such 
a construction, indeed, it would be expedient to enclose 
the whole of the machinery in a carriage or house with 
glass windows round it. Every locomotive should be 
furnished with efficient expansion gear of some kind or 
other ; and it is very desirable that the fire should be 
fed by some self-acting arrangement, which will make 
it unnecessary to open the furnace-door frequently. 
The use of sediment collectors in locomotive boilers is 
also expedient, as, if judiciously applied, they will 
effectually prevent the formation of scale upon the 
tubes, and will also operate as an antidote to priming, 
in many cases. The form of collect^x \>eia\» «A»:^\fc^\Ki 
a locomotive boiler will depend, in a greaXxofiassix^^^i^^^^^^^ 
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the pecuBar siructure of the boiler ; but generally any 
form will answer which communicates with the water 
level, and contains water within it in a tranquil state. 



Table 1,—Page 277. 

Table of Nominal Horm Power of Low 

Endues. 

The table on the opposite page cont^ns the dimen- 
sions of cylinder corresponding with any given power 
in a low pressure engine. The table is constructed ac- 
cording to the rule given in page 60. 

To find the nominal power of a low pressure engine, 
of 20 inches diameter of cylinder, and 2 J feet stroke : — 
Find the diameter in the left-hand column, and in the 
same horizontal line with it, and in the vertical column 
headed 2i, will be found 11*65, the number of horses 
power of the engine. 

The dimensions of cylinder corresponding to a given 
power may be found by a converse process. 
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Table 2. — Page 279. 

Table of Nominal Horse Power of High Pressure 

Engines, 

Thb table od the opposite page contains the dmien- 
sions of cylinder corresponding with any given power 
in a high pressure engine, llie table is constructed 
according to the rule given in page 67, which is virtu- 
ally the same rule as that for low pressure engines, 
with the exception of the element of pressure being 
taken at three times the value. 

To find the nominal power of a high pressure en^e 
of 20 inches diameter of cylinder, and 2^ feet stroke : — 
Find the diameter in the left-hand colunm, and in the 
same horizontal line with it, and in the vertical column 
headed 2^, will be found 34*65, the nimiber of horses 
power of the engine. 

The dimensions of cylinder corresponding to a given 
power may be found by the converse process from the 
table. 
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Table 4»—Pag€ 883. 

Tauji 4 oontaiiN finr amall taldei. The finft givas the tempernr 
tore and elastio fbioe of iteam, as ezperinieDtallj determined faf 
Pnlong and Arago ; the ■ecood gives the ezpaDsion of air by heat ; 
the remaining tables have referaooe to the use of steam expansively, 
bj means of lap on the valve. 

Hie larger of these tables is intended to show the amount of cover 
required on the steam side of the valve to cut oflf the steam at differ- 
ent parts of the stroke. The first column contains different lengths of 
the sfaroke of the valve in inches, and the remaining columns are 
headed by fractions, indicating the degree of expansion. To cut off 
the steam at ^th ih>m the end of the stroke, the stroke of the valve 
being 17 inches :~In the column headed j-, and in a line with 17, will 
be found 3'47, which is the required cover in inches, the valve being 
without 1 ead. To give it i inch of lead, subtract one-half the lead 
from the cover, and the remainder (3*345 inches) is the cover for the 
required expansion and lead. Subtract the cover from one-half the 
length of the valve stroke, and the remainder (5*155 inchee) is the 
greatest breadth of port with that stroke. 

The remaining table is to show at what parts of the stroke, under 
any given arrangement of slide valve, the exhausting ports close and 
open. The columns headed A contain the amount of cover on tlie 
exhausting side of the valve in parts of its stroke. In the column B, 
the figures represent the distance of the piston, in terms of the length 
of its stroke, from the end of its stroke, when the exhausting port be- 
fore it is shut ; and C shows similarly at what part of the stroke tlie 
exhausting port behind the piston is opened— the steam, in both 
cases, being cut off at ^d from the end of the stroke. In like manner, 
in D E the steam is cut off at ^^ths from the end of the stroke ; in 
FGat]th;inHKat^4ths; in LM at|th; in NOat^th; in P 
Q at tV th ; in R S at ^^th. In each case, the left hand single col- 
umn of each double column represents the distance of the piston fitm 
the end of its stroke, when the exhausting port before it is shut ; and 
the right hand single column when the exhausting port behind it k 
opened. 

Let the stroke of the piston be 6 feet, and the slide valve cut off the 
steam at hi from tlie end of tlie stroke, and the cover on the ex- 
hausting side of the valve be ith of the valve stroke. In a line with 
ith, and under the columns B C, will be found '178 and '033, which, 
multiplied respectively by 72 inches, will give 12'8 inches for the dis- 
tance of the piston from the end of its stroke, when the exhausting 
port before it is sliut, aikd. %'^ VnfiYiea^YAu >icA «iX»s»d^j(Sk% ^Boct be- 
bind it is opened. 
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